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1 892^INTRODUCTION—  1 892 


Catalogue  "B"  is  the  second  issue  of  our  Illustrated  Catalogues  devoted  exclusively 
to  Sanitary  Plumbing  Specialties;  in  1S89  we  published  Catalogue  "A,"  consisting  of 
a  few  pages  illustrating  some  of  our  leading  specialties.  These  specialties,  particularly 
the  Ideal  Lavatory  and  Bath  Waste  and  the  "Sypho"  Water  Closet,  have  since  become 
widely  and  favorably  known,  enjoying  the  preference  of  many  leading  architects 
and  plumbers  who  unhesitatingly  recommend  their  use  where  superior  quality  is  a 
consideration. 

The  very  liberal  patronage  we  have  received  has  enabled  us  to  greatly  improve 
both  the  quality  and  design  of  our  goods,  and  encouraged  us  in  the  determination  to 
furnish  only  such  material  as  will  be  deserving  of  adoption  for  the  finest  work,  whether 
in  private  residence  or  public  building. 

Architects  and  others  writing  specifications  should  designate  each  article  specified 
as  McCambridge  &  Co.,   Limited,   Plate B. 

When  ordering  goods  always  order  by  plate  number  in  this  Catalogue. 

In  conclusion  we  desire  to  state  that  our  showrooms,  containing  many  high  class 
plumbing  fixtures,  are  always  open  to  the  public  for  inspection. 


TO  THE  TRADE 


The  prices  in  this  Catalogue  supersede  all  previous  lists. 

All  goods  are  shipped  at  purchasers'  risk  ;  our  responsibility  ceases  when  goods 
are  delivered  at  the  depot  or  wharf  in  Philadelphia  and  properly  receipted  for  by  the 
transportation  agent.     Boxing  charged  at  cost. 

All  claims  for  corrections  or  deductions  must  be  made  within  10  days  after  receipt 
of  goods. 

In  case  of  an  error  in  shipment  or  a  desire  on  the  part  of  our  customer  to  return 
goods  for  any  reason,  we  particularly  request  that  we  may  be  conferred  with  before 
such  return  is  made. 

Respectfully, 

McCambridge  &  Co.,  Limited. 


^^^-^505 


Q. 


Or,- 


MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


THE  "IDEAL"  BASIN  AND  WASTE. 


PATENTED. 


r-Si 


■P-i 


PLATE  1-B. 


It  is  scarcely  necessary  to  attempt  the  enumeration  of  all  tlie  many  defects  existing  in  Wash  Basins  and  Bath  Fixtures, 
as  heretofore  made,  troublesome  chains  and  plugs,  contracted  waste  outlets,  inaccessible  and  offensive  overflows,  becoming 
more  foul  each  day,  are  matters  too  familiar  to  most  persons  to  require  further  comment. 

The  Ideal  Wash  Basins  and  Baths  are  free  from  all  these  objectionable  features  ;  all  the  parts  are  exposed  to  view, 
the  overflow  pipe  being  set  in  a  recess  in  either  basin  or  bath  does  not  in  any  waj'  interfere  with  the  bather. 

The  large  outlet  secures  a  quick  discharge  of  waste  water  from  the  basin  or  bath,  thoroughly  scouring  the  trap  and  pipes. 

The  overflow  pipe  and  the  cup  which  forms  the  trap  (shown  in  Plate  2 — B)  can  be  readily  removed  and  cleaned  ;  when 
the  pipe  is  resting  upon  its  seat  this  cup  traps  the  entire  fixture  to  its  mouth  ;  it  is  not  designed,  however,  to  supersede  the 
regular  trap  commonly  used,  bnt  is  simply  an  extra  precaution  against  the  passage  of  foul  air. 


MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


THE  "IDEAL"  BASIN  AND  WASTE. 


PATENTED. 


SECTIONAL  VIEW. 


PLATE  2-B. 


ROUND. 

Size  of  Ideal  Basins  outside  of  flange  (including  recess) 14  x  16^ 

Ideal  Basin  Waste,  polished  brass  and  white,  marbled  or  ivory  tinted  basin ^10.00 

"           "           "        nickel  plated       "         "               "               "            "           "      10.50 

"           "           "       silver  plated        "         "              "               "            "           "      12.50 

If  with  ebony  or  ivory  celluloid  four  arm  handle,  add  $1.50. 


OVAL. 

OVAL. 

18  X  iS 

20  X  19 

$12. 00 

$14.00 

12.50 

14-50 

14.50 

16.50 

Ideal  Basin  Waste,  with  Plate  28— B  lift,  polished  brass  and  white,  marbled  or  tinted  basin, 

"           "           "  "         "          "         "      nickel  plated       " 

"           "           "  "         "          "         "      silver  plated         " 

"           "           "  "         "      29— B  lift,  polished  brass     " 

"           "           "  "         "          "         "      nickel  plated       " 

"           "           "  "         "          "         "     silver  plated         " 


asin,       I11.50 

1 1 3-50 

liS-50 

"              12.00 

14.00 

16.00 

14.50 

16.50 

18.50 

12.50 

14-50 

16.50 

13.00 

15.00 

17.00 

"              16.00 

18.00 

20.00 

If  with  ebony  or  ivory  celluloid  handle  on  Plate  28  or  29 — B  lift add  $0.50 

If  basin  has  embossed  exterior "       i.oo 

"  "  "  and  gilded  exterior "      300 


If  with  decorated  basin,  add  difference  between  plain  and  decorated  basin,  page  6. 

For  prices  of  Ideal  Basins  only,  plain  or  decorated,  see  page  6;   decorations,  pages  7  to  11. 


McCAMBRlDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


PLAIN   AND   DECORATED   "IDEAL"   BASINS. 

PLAIN  EXTERIOR. 


PLATE  3-B. 

Size  of  Basin  outside  (including  recess) 14  s  i6>^ 

Plain  white,  marbled  or  ivory  tinted  basin  (without  waste) $  3.00 

Decorated,  design  No.    31  (without  waste) 
670 


32 

30 

611 

46 

44 

5iS 

1013 

1014 


ROUND. 

OVAL. 

OVAL. 

;s  l6>^ 

iS  X  iS 

20  X  19 

$  3-00 

$   5-00 

S   7.00 

24.00 

26.00 

2S.00 

10.00 

12.00 

14.00 

20.00 

22.00 

24.00 

20.00 

22.00 

24.00 

6.00 

8.00 

10.00 

20.00 

22.00 

24.00 

20.00 

22.C0 

24.00 

7.00 

9.00 

11.00 

6.00 

8.00 

10.00 

6.00 

8.00 

10.00 

If  with  embossed  exterior,  add  $1.00  ;   embossed  and  gilded,  add  S3. 00.     See  prices  under  Plate  4 — B. 

EMBOSSED  EXTERIOR. 


PLATE  4-B. 

Size  of  Basin  outside  (including  recess) 

Plain  white,  marbled  or  ivory  tinted,  embossed  exterior,  not  gilded  (without  waste) 
Decorated,  design  No.    31,  embossed  and  gilded  exterior,  (without  waste) 


32, 

30, 

611, 

46, 

44, 

518, 

1013. 

1014, 


14  X  i6>^ 

$  4.00 

27.00 

13.00 

23.00 

23.00 

9.00 

23.00 

23.00 

10.00 

9.00 

9.00 


18  X  18 
$  6.00 
29.00 
15.00 
25.00 
25.00 
11.00 
25  00 
25.00 
12.00 
11.00 
11.00 


OVAL. 

20  X  19 

$  8.00 
31.00 
17.00 
27.00 
27.00 
13.00 
27.00 
27.00 
14.00 
13.00 
13.00 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


DECORATED  "IDEAL"  RECESSED  WASH   BASINS. 


DESIGN   No.  31. 


Pear  Bi,ossom. 


DESIGN    No.  670. 


Design  No.   670  furnished  in  any  color  to  order. 


McCAMBRlDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


DECORATED  "IDEAL"  RECESSED   WASH   BASINS. 


Embossed  Exterior. 


DESIGN  No.  32. 


DESIGN    No,  30. 


The  above  designs  furnished  in  3113'  colors  to  order. 

Embossing  sliown  on  exterior  of  basin,  Design  No.  30,  has  been  discarded. 

All  embossed  basins  are  like  Plate  4 — B  and  Design  No.  32. 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


DECORATED  "IDEAL"  RECESSED  WASH   BASINS. 


GoivD  Bands. 


DESIGN   No.  61  1. 


DESIGN    No.  46. 
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McCAMBRIDGE   &    CO.,  LIMITED,  PHILADELPHIA. 


DECORATED  "IDEAL"  RECESSED  WASH   BASINS. 


Floral 


DESIGN    No.  44. 


DESIGN    No.  518. 


Design  No.  518  furnished  in  any  color  to  order. 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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DECORATED  "IDEAL"  RECESSED  WASH   BASINS. 


Undek-GLaze  Bi,ue,  Mountain  Fringe. 


DESIGN    No.  1013. 


Pear  Blossom. 


DESIGN    No.  1014. 


MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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ALL   MARBLE  LAVATORY 


WITH    "IDEAL"    BASIN    AND   WASTE. 


l'.^,.'     >/ 


'^^'^^^M 


tt^^^^m^  ^ 


CROssct/fi'i^-  WEST.  -^C^i,  ^.         ^-i:^^ 

£NGRf^V(NSCO.PHlCf{,     " -'— ^ 


PLATE  5-B. 


This  I,avatory   consists  of  countersunk  marble   slab   with   fancy  back,    supporting   sides,    apron,    floor  slab   and  loose 
front  piece  (to  conceal  trap  and  pipes),  oval  Ideal  basin  and   waste,  and  No.  3  compression  basin   cocks ;   no  trap  included. 
Marble  slab  is  30  x  21  inches,   \}i  inch  thick,  with  16  inch  back,  but  can  be  had  in  other  sizes. 

PRICES   COMPLETE    AS   SHOWN. 

With  all  brass  work,  nickel  plated I64.50  I73.50 

"       "       "  "       silver  plated 69.50  78.50 


If  with  ebony  or  ivor}'  four  arm   handles  on  waste  and  basin  cocks,  add  $4.50. 
If  with  decorated  basin,  add  difference  between  plain  and  decorated.     See  page  6. 

Prices  of  above  in  fancy  marbles  furnished  on  application. 
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McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


OPEN  LAVATORY  ON  LEGS 


WITH    "IDEAL"     BASIN     AND    WASTE. 


PLATE  6-B. 

This  Lavatory  consists  of  countersunk  marble  slab,  fancy  back,  front  and  side  aprons,  oval  Ideal  Basin  and  Waste  with 
soap  cup  lift,  No.  4  compression  basin  cocks  with  stuffing  boxes,  No.  5  brass  legs  and  No.   r  brass  trap. 

Marble  slab   is   30  x  21   inches,   I'X  inches  thick  with  15  inch  fancy  back  and  5  x  14  inch  bracket  aprons,  but  can  be 
had  in  other  sizes. 


PRICES   COMPLETE    AS   SHOWN. 


With  all  brass  work  nickel  plated 
"       "       "         "     silver         " 


Lacquered  brass  work  same  price  as  nickel  plated. 


I61.50 
76.00 


I67.00 
S1.50 


If  with  ebony  or  ivory  four  arm  handles  on  basin  cocks  and  single  handle  on  waste,  add  I3.50 
If  wanted  with  decorated  basin,  add  difference  between  plain  and  decorated.     See  page  6. 

Prices  of  above  in  fancy  marbles  furnished  on  application. 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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OPEN  LAVATORY  ON  LEGS. 


WITH    "IDEAL"    BASIN    AND    WASTE. 


PLATE    7-B. 


This  Lavatory  consists  of  countersunk  marble  slab,  square  back,  aprons  front  and  both  ends,  oval  Ideal  basin  and 
waste,  No.  3  compression  basin  cocks  with  stuffing  boxes,  No.  10  brass  legs,  wall  apron  sockets,  brass  "serpentine"  trap 
waste  and  supply  pipes  to    floor. 

Marble  slab  is  30  s:  21  x  i^  inches  thick,  with  15  inch  back  and  5  inch  aprons,  but  can  be  had  in   other  sizes. 


With  all  brass  work  nickel  plated 
"        '■       "  "      silver         " 


PRICES  COMPLETE  AS  SHOWN. 
(except  fi<oor  si,ab.) 


Lacquered  brass  work  same  price  as  nickel  plated. 


159.00 
77-50 


f62.oo 
80.25 


If  with  ebony  or  ivory  celluloid  four  arm  handles  on  basin  cocks  and    waste add  f  4  so 

If  with  30  X  21  X  iX  inches  countersunk  Italian  floor  slab "        3  00 

If  with  30x21  X  1%       "  "  pink  Tennessee   floor  slab    ...        "       lo^co 

If  with  decorated  basin,  add  difference  between  plain  and  decorated.     See  page  5. 
Prices  of  above  in  fancy  marbles  furnished  on  application. 
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MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA, 


FANCY  OPEN   LAVATORY  ON  BRACKETS 

WITH    "IDEAL"    BASIN    AND   WASTE. 


PLATE   8-B. 

This  Lavatory  consists  of  countersunk  marble  slab,  fancy  back,  embossed  oval  Ideal  Basin  and  Waste,  No.  3  compression 
basin  cocks  with  stuffing  boxes,  fancy  bracket  soap  cup.  No.  1  brass  brackets  and  brass  "Bonair"  trap. 
Marble  slab  is  26  x  2i>^  inches,  i}{  inch  thick  with  iS  inch  back,  but  can  be  had  in  other  sizes. 

PRICES    COMPLETE   AS   SHOWN. 

EXCEPT  WITH  BASIN  PI,AIN  INSIDE. 

With  all  brass  work  nickel  plated I52.00 

"      "       "         "     silver  plated 68.00 

Lacquered  brass  work  same  price  as  nickel  plated. 

If  with  ebony  or  ivor}'  celluloid  four  arm  handles  on  basin  cocks  and  waste,  add  ^4.50. 
If  with  decorated  basin,  add  difference  between  plain  and  decorated.     See  page  6. 

Prices  of  above  in  fancy  marbles  furnished  on  application. 


fo5-oo 
72.00 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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OPEN   LAVATORY  ON   BRACKETS. 


PLATE  9-B. 


This  Lavatory  consists  of  countersunk  marble  slab,  plain  back,  apron  front  and  sides,  oval  Ideal  basin  and  waste,  No.  3 
compression  basin  cocks  with  stuffing  boxes,  large  brass  apron  brackets,  brass  serpentine  trap,  waste  and  suppl}'  pipes  to  floor. 
Marble  slab  is  30  x  21  inches,   1'/  inch  thick,   15  inch  back  and  5  inch  aprons,  but  can  be  had  in  other  sizes. 

PRICES  COMPLETE    AS   SHOWN. 

EXCEPT  FLOOR  SLAB  white  Italian       pink  Tennessee 

■  MARBLE.  MARBLE. 

With  all  brass  work,  nickel  plated fo7.5o  S60.50 

"       "        "         "        silver  plated    . 73-0°  76-75 

Lacquei'ed  brass  same  price  as  nickel  plated. 

If  with  ebony  or  ivory  four  arm  handles  on  basin  cocks  and  waste add  |  4.50 

If  with  30  X  21  X  I  )<  inch  countersunk  Italian  marble  floor  slab "        8.00 

If  with  30  X  21  X  iX     "  "  piiik  Tennessee  marble  floor  slab "       10.00 

If  with  decorated  basin,  add  difference  between  plain  and  decorated.     See  page  6. 
Prices  ot  above  in  fancy  marbles  furnished  on  application. 
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McCAMBRlDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


OPEN  CORNER  LAVATORY 


WITH    "IDEAL"    BASIN    AND   WASTE. 


PLATE  10~B. 


This  Lavatory  consists  of  countersunk  marble  slab,  fancy  backs,  supporting  sides  and  base,  embossed  oval  Ideal  basin 
and  waste.  No.  4  compression  basin  cocks  with  stuffing  boxes,  brass  trap,  waste  and  supply  pipes  to  floor. 
Marble  slab  is  24  x  24  inches,   iX  inch  thick;   backs  15  inches  high,  but  can  be  had  in  other  sizes. 


PRICES   COMPLETE   AS   SHOWN. 


with  all  brass  work,  nickel  plated 
"  "  "       silver  plated  . 


Lacquered  brass  work  same  price  as  nickel  plated. 


WHITE   ITALIAN 

PINK   TENNESSEE 

MARBLE. 

MARBLE. 

J6S.5O 

I76.S0 

80.00 

8S.00 

If  with  ebony  or  ivory  celluloid  four  arm  handles  on  basin  cocks,  add  I3.00. 
If  with  decorated  basin,  add  difference   between  plain  and  decorated.     See  page  5. 

If  without  marble  floor  slab  and  supporting  sides,  deduct  for  white  Italian  marble,  I20.00 ;   pink  Tennessee  marble,  f  24,00. 

Prices  of  above  in  fancy  marbles  furnished  on  application. 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


19 


TILED  BATH  ROOM  INTERIOR. 


The  above  illustration  shows  a  ver}'  handsome  and  artistic  bath  room  finished  in  tile.  The  fixtures  represented  are 
our  improved  embossed  "Sypho"  water  closet,  tile  lined  bath  tub  with  Ideal  supply  and  waste  fixtures,  and  tile  lavatory 
with  Ideal  basin,  waste  and  brass   legs. 


30 


MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


BRASS   LAVATORY  LEGS. 


No.  I. 


No.  2. 


No.  4. 


No.  5. 


PLATES   12-B. 


13- 


14-B. 


15-B. 


16-B. 


No.  6. 


a' 


17-B. 


Plates 12— B             13— B             14— B             15— B             16— B  17— B 

Polished  brass,  per  pair |  6.50            |  6.50            {  6.00  -           $  6.50            $  6.50  $  6.00 

Nickel  plated,      "       "        7.50                7.50                7.00                7.50                7.50  7.00 

Silver  plated,       "       •'       i3.50              12.50              12.00              13.50              12.50  12.00 

All  styles  of  lavatory  legs  can  be  had  for  either  5  or  6  inch  aprons.     When  no  size  is  given,  5  inch  will  be  furnished. 

In  length  they  are  designed  to  bring  the  lower  side  of  marble  slab  28)^   inches  from  the  floor,  but  can  be  made  in   other 
lengths  to  order. 

Lacquered  brass  legs  same  price  as  nickel  plated. 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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BRASS  LAVATORY  LEGS  AND  APRON  WALL  SOCKETS. 


No.  7. 


No.  S. 


w 


No.  9.  No.  10, 


No.  13. 


No.  14. 


PLATES   18-B. 


19-B. 


20-B. 


21-B. 


22-B. 


23-B. 


24-B. 


25-B. 


Plates iS-B 

Polished  brass,  per  pair $  9.00 

Nickel  plated,      "        "          10.00 

Silver  plated,        "        "      . 16.00 


19— B 

20— B 

21— B 

22— B 

$  9.00 

$  S.50 

Sii.oo 

S25.00 

lO.OO 

9-50 

12.00 

26.00 

16.00 

15-50 

18.00 

35-00 

23-B  24-B  25-B 

I2.00  S2.00  513.00 

2.50  2.50  14.00 

3-50  3.50  23.00 


All  styles  of  lavatory  legs  can  be  had  for  either  5  or  6  inch  aprons.  When  no  size  is  given,  5  inch  will  be  furnished. 
In  length  they  are  designed  to  bring  the  lower  side  of  marble  slab  28)-^  inches  from  the  floor,  but  can  be  made  in  other 
lengths  to  order. 

No.  13  leg  is  intended  to  be  surmounted  by  a  frame  for  holding  apron  of  tile  or  marble,  and  is  5  inches  shorter  than 
other  legs.     The  taper  columns  are  of  polished  marble  and  add  a  highly  artistic  efiect. 

The  wall  sockets  furnish  excellent  means  for  securing  marble  aprons  to  the  wall ;  they  can  be  had  for  either  5  or  6 
inch  aprons. 

Lacquered  brass  legs  same  price  as  nickel  plated. 
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MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


BRASS  LAVATORY  BRACKETS. 


Nos.   I  and  2. 


No.  I,   16  X  15  inches,  per  pair 
No.  2.   18  X  16       "  "        " 


PLATE  26-B 


M.20 
5.80 


POLISHED  AND  NICKEL  PLATED  SILVER  PLATED 

LACQUEKED  BRASS,  BRASS.  BRASS. 


S4-6o 
6.40 


$4- 60 
6.40 


?IO.O0 

13.00 


No.  3. 


PLATE  27- 

-B. 

POLISHED 

POLISHED  AND 

NICKEL  PLATED 

SILVER  PLATED 

BRASS. 

LACQUERED  BRASS. 

BRASS. 

BRASS. 

No.  3,   16  X  15  inches,  per  pair 


«3-35 


»3-75 


fe-75 


MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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BRASS  LIFTS  FOR  "IDEAL"  BASIN  AND  BATH  WASTES. 


PLATE   28-B. 

Polished  brass fe-oo 

Nickel  plated 3.50 

Silver  plated      4.50 


PLATE    29-B. 

Polished  brass f4-oo 

Nickel  plated 4.50 

Silver  plated      6.00 


If  with  ebony  or  ivory  celluloid  handle  on  lift,  add  jto.50. 
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MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


BRASS  SOAP  CUPS  FOR   LAVATORIES. 


No.  I  Pedestal. 


No.  2  Pedestal. 


PLATE  30-B. 

Polished  brass,  each ^2.75 

Nickel  plated,       " 3.25 

Silver  plated,         " 4.50 

No.   3  PEDESTAL. 


PLATE  32-B. 

Polished  brass,  each ^3-75 

Nickel  plated,       " 4.25 

Silver  plated,        " 5.50 


PLATE  31 -B. 

Polished  brass,  each ^3-25 

Nickel  plated,       " 3.75 

Silver  plated.        " 5.00 


No.  4  Bracket. 


PLATE  33-B. 
PRICES   AS   ILLUSTRATED. 

Polished  brass,  each 

Nickel  plated,       " 

Silver  plated,         " 


S4.50 
5.00 
7-50 


No.  4  bracket  with  cup  like  No.  2 S4.00  l4-5o 

No.  4         '■  "        "       "     No.   I 3.50  4.00 

Size  of  regular  cup,  4}^  x  3  inches;  if  with  larger  size  cup,  5M  x  3|^  inches,  add  $1.00  to  above  prices. 


S7-00 
6.50 


MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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BRASS  TRAPS  WITH  COUPLING  FOR  "IDEAL"  WASTE 


FOR    LAVATORIES   AND   SINKS. 


No.  I  Trap. 


PLATE   34-B. 

Polished  brass,  each , IS-So 

Nickel  plated,      " ~ 6.50 

If  with  slip  joint  wall  connections  for  waste  and  vent, 
add  per  pair  S3.00. 


No.  3  Trap  with  Bent  Wai,i<  Connections. 


PLATE  36-B. 

Polished  brass,  each IS7  00 

Nickel  plated,      " 8.00 

If  with  slip  joint  wall  connections  for  waste  and  vent, 
add  per  pair  $3.00. 


No.  2  Trap  with  Waste  to  Floor. 


PLATE  35-B. 

Polished  brass,  each $6.50 

Nickel  plated,      " 7.50 

If  with  slip  joint  wall  connection  on  vent, 
add  Si. 50. 
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McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


THE  "SERPENTINE"  BRASS  TRAP   FOR  "IDEAL"  BASIN  WASTE. 


With  Pipe  to  Floor. 


DEEP   SEAL. 


PLATE  37-B. 


Polished  brass,  each ?8.oo  S7.00 

Nickel  plated,       "        9.00  8.00 


PLATE  38-B. 


Polished  brass,  each 
Nickel  plated,       " 


»7.oo  Sb.oo 

8.00  6.50 


If  with  slip  joint  wall  connection  for  vent,  add  f  1.50. 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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THE  "BONAIR"  BRASS  TRAP  FOR  "IDEAL"  BASIN  WASTE. 


DEEP  SEAL. 


With  Slip  Joint  Wall  Connection  . 


With  Slip  Joint  Wall  Connection  (Vented). 


PLATE  39-B. 


PLATE  40-B. 


Rough  brass,  each l5-5o 

Polished  brass,  "       6.50 

Nickel  plated,    "       7.00 


Rough  brass,  each S5.50 

Polished  brass,  "       6.50 

Nickel  plated,    "       ,   -        7.00 


i 


BRASS  TOWEL  RAIL. 


■WPB^SMiWIIM^^at^p 


PLATE  41-B. 


Polished  brass,  each fe.oo 

Nickel  plated,        "  3.50 

Silver  plated,         "      5.00 


The  regular  length  of  towel  rail  is  24  inches,  but  can  be  furnished  in  other  lengths. 
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MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


COPPER  LINED  BATHS  WITH  RECESS. 


PATENT     "IDEAL"     WASTE     AND     SPECIAL     DOUBLE     BIBB. 


PLATE   42-B. 


NEW  YORK  PATTERN. 

Length  of  bath,  including  recess,  4  feet  10  inches ;  5  feet  4  inches,  5  feet  10  inches,  or  6  feet  4  inches. 

12  oz.             14  oz.             16  oz.             iS  oz.  20  oz. 

Copper  lined  bath  (without  fittings) |i6.oo            |i8.oo            I20.00            I22.00  I24.00 

Ideal  double  bath  bibb,  nickel  plated 8.50.      -         8.50                8. 50                8.50  S.50 

"      bath  waste,  nickel  plated, 9.50                9.50                9.50                9.50  9.50 

Price  complete  as  shown  (without  wood   capping) fe4.oo            $36.00            I38.00            140.00  $42. 00 

PHILADELPHIA  PATTERN. 

Length  of  bath,  including  recess,  5  feet  4  inches ;  5  feet  10  inches  ;  or  5  feet  i  inch. 

12  oz.             14  oz.             16  oz.             18  oz.  20  oz. 

Copper  lined  bath  (without  fittings) $18.00            $20.00            $22.00            $24.00  $26.00 

Ideal  double  bath  bibb,  nickel  plated 8.50                8.50                8.50                8.50  S.50 

Ideal  bath  waste,  nickel  plated 9.50                9.50                9.50                9.50  9.50 

Price  complete  as  shown  (without  wood   capping)  - $36.00            $38.00            $40.00            $42.00  $44-oo 

If  supply  and  waste  fittings  are  silver  plated     add  $7.00 

If  with  ebony  or  ivory  four  arm  handles  on  bibb  and  waste "       4.50 

If  with  nickel  plated  shower  attachment  and  hose "       1.50 

"       silver  plated         "                 "             "        " "       1.75 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


29 


RECESSED  COPPER  LINED  BATHS. 


WITH  PATENT  "  IDEAL"  WASTE  AND  BOTTOM  SUPPLY  FITTINGS. 


PLATE  43-B. 


NEW  YORK  PATTERN. 

Length  of  bath,  including  recess,    4  feet  10  inches ;    5  feet  4  inches  ;    5  feet  10  inches,  or  5  feet  4  inches. 

12  oz.          14  oz.          16  oz.          18  oz.  20  oz. 

Copper  lined  bath  (without  fittings) $16.00        |i8.oo        |2o.oo        ;j22.oo  |;24.oo 

Ideal  bottom  supply  double  bibb,  nickel  plated  flanges  and  handles 10.00          10.00          10.00           10.00  10.00 

Bottom  inlet,  nickel  plated 1.35            1.35            1.35             1.35  1.35 

Ideal  bath  waste,  nickel  plated 9.50            9.50            9.50            9.50  9.50 

Price  complete  as  illustrated  (except  wood  capping) fefi-SS        I38.S5        $40.85        I42.85  I44.85 

PHILADELPHIA   PATTERN. 

Length  of  bath,   including  recess,  5  feet  4  inches ;    5  feet  10  inches,  or  6  feet  i  inch. 

12  oz.          14  oz.          16  oz.          18  oz.  20  oz. 

Copper  lined  bath  (without  fittings) |;i8.oo        |2o.oo        $22.00        1124.00  $26.00 

Ideal  bottom  supply,  double  bibb,  nickel  plated  flanges  and  handles 10.00          10.00          10.00          10.00  10.00 

Bottom  inlet,  nickel  plated 1.35            1.35             1.35             1.35  1.35 

Ideal  bath  waste,  nickel  plated 9.50            9.50            9.50            9.50  9.50 

Price  complete  as  illustrated  (without  wood  capping) I38.85        $40.85        $42.85        $44.85  $46.85 

If  fittings  are  silver  plated add  $7.00 

If  with  ebony  or  ivory  celluloid  four  arm  handles  on  bibb  and  waste "      4.50 
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McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


PORCELAIN  ENAMELED  IRON   BATHS. 

FRENCH  PATTERN  WITH  RECESS,  PATENT  "IDEAL"  WASTE,  SPECIAL  DOUBLE 
BATH   BIBB  AND  HARD  WOOD  RIM. 


PLATE  44-B. 


Dimensions,  4,  4^,  5  and  s'/i  feet  long,  not  including  recess  ;  23  inches  wide  ;  19  inches  deep  ;  26  inches  from  floor  to  top  of 
iron  rim,  but  can  be  had  with  legs  3  inches  shorter.     Above  dimensions  do  not  include  wood  rim. 


Length  in  feet,  not  including  recess 4                    4.J4                  5  5}4 

Enameled  bath,  without  fittings • S34.00            S38.00            #42.00  S46.00 

Large  Ideal  double  bath  bibb,  nickel  plated      ii-5o   ■\ 

Ideal  bath  waste,  nickel  plated 9.50    V         26.00              26.00  26.00 

Brass  supply  pipes  and  flanges,  nickel  plated .        5.00) 

Walnut,  cherry,  ash  or  oak  rim      9.00              10.00              11.00  12.00 

Price  complete  as  illustrated  (including  supply  pipes) S69.00            S74.00            $79.00  $84.00 

If  exterior  of  bath  is  decorated  in  fine  enamel  (any  tint)       add  iSi6.oo 

"          "               "                    "                 "             "                "         with  gold  lines "      20.00 

If  with  ebony  or  ivory  celluloid  handles  on  double  bibb  and  waste "        4.50 

If  with  set  of  four  nickel  plated  brass  legs "      12.00 

If  with  mahogany  rim "        4.00 

If  supply  and  waste  fittings  are  silver  plated  all  over ? "      20.00 

Polished  and  lacquered  fittings  same  price  as  nickel  plated. 


McCAMBRlDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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PORCELAIN   ENAMELED   IRON   BATHS. 

FRENCH  PATTERN    WITH  RECESS,  PATENT  "  IDEAL "  WASTE,  BOTTOM  SUPPLY  FITTINGS 

AND  HARD  WOOD  RIM. 


PLATE  45-B. 


Dimensions   4,  4)^,  5  and  s!'i  f^et  long,  not  including  recess;   23  inches  wide  ;    19  inches   deep;    26  inches  from  floor  to  top 
of  iron  rim,  but  can  be  had  with  legs  3  inches  shorter.     Above  dimensions  do  not  include  wood  rim. 


Length  in  feet,  not  including  recess 4 

Enameled  bath,  without  fittings ^34-oo 

Bottom  supply  fittings  complete,  nickel  plated  all  over i5-Oo 

Brass  supply  pipes  and  flanges,  nickel  plated 5.00 

Ideal  waste,  nickel  plated  all  over 9.50 

Walnut,  cherry,  ash  or  oak  rim 9.00 


Price  complete  as  illustrated ^72.5° 


4'A 
S38.00 

29.50 


S77.50 


5 

^542.00 

29.50 


I82.50 


5'A 
I46.00 

29.50 


S87.50 


Polished  and  lacquered  brass  work  same  price  as  nickel  plated. 


If  exterior  of  bath  is  finished  in  fine  enamel  (any  tint) add  f  16.00 

"  "  "  "  "  "  "  with  gold  lines 

If  with  ebony  or  ivory  celluloid  four  arm  handles  on  supplies  and  waste 

If  with  set  of  four  nickel  plated  brass  legs 

If  with  mahogany  rim 

If  supply  and  waste  fittings  are  silver  plated  all  over 


20.00 
4-50 

12.00 
4.00 

20.00 
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McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


PORCELAIN  ENAMELED  IRON   BATHS. 

ALBION   PATTERN   WITH    RECESS,   PATENT   "IDEAL"   WASTE,   BOTTOM   SUPPLY  FITTINGS 

AND   HARD   WOOD   RIM. 


PLATE  46-B. 


Dimensions,  4|^,  5  and  5^  feet  long  ;    25  inches  wide,  including  recess  ;  19  inches  deep  ;    26  inches  from  floor  to  top  of  iron  rim, 
but  can  be  had  with  legs  3  inches  shorter.     Above  dimensions  do  not  include  wood  rim. 


Length  in  feet 

Porcelain  enameled  bath  with  nickel  plated  supply  and  waste  fittings 
Walnut,  cherry,  ash  or  oak  rim 


\y^ 

5 

^% 

I69.00 

173.00 

177.00 

9.00 

10.00 

11.00 

Price  complete  as  illustrated I7S.00 


If  exterior  of  bath  is  decorated  in  fine  enamel  (any  tint) add  f  16.00 

"        "  "  "  "  "  "  with  gold  lines 

If  with  ebony  or  ivory  celluloid  four  arm  handles  on  supplies  and  waste 

If  with  set  of  four  nickel  plated  brass  legs 

If  with  mahogany  rim ; 

If  supply  handles  and  Ideal  waste  are  silver  plated 1 


20.00 
4-50 

12.00 
4.00 
7.00 


MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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PORCELAIN  ENAMELED  IRON   FOOT  AND  HIP  BATHS. 


WITH  RECESS,  PATENT  "IDEAL"  WASTE,  BOTTOM  SUPPLY  FITTINGS  AND  HARD  WOOD  RIM. 


Recessed  Foot  Bath. 


Recessed  Hip  Bath. 


►.fu^ 


PLATE   47-B. 


PLATE   48-B. 


Dimensions,  22  x  20  x  12  inclies  deep  ;  height  from  floor  to 
top  of  wood  rim,   18  inches. 


27    inches   long,   24   inches   wide,   12   inches  high  in  front, 
1 8  inches  high  at  back. 


Enameled  bath  with  supply  and  waste  fittings,  nickel 

plated  all  over ^50.00 

Nickel  plated  supply  pipes  to   floor 4.00 

Walnut,  cherry,  ash  or  oak  rim 5.00 

Price  complete  as  illustrated 159.00 


Enameled  bath  with  supply  and  waste  fittings,  nickel 

plated  all  over I67.00 

Nickel  plated  supply  pipes  to  floor 4.00 

Walnut,  cherry,  ash  or  oak  rim 10.00 

Price  complete  as  illustrated J81.00 


If  exterior  of  bath  is  decorated  in  fine  enamel  (any  tint) add  f  10.00 

"         "  "  "  "  "  "         with  gold  lines 

If  with  ebony  or  ivory  four  arm  handles  on  supplies  and  waste 

If  with  set  of  four  nickel  plated  brass  legs 

If  with  mahogany  rim 

If  supplies  and  waste  fittings  are  silver  plated  all  over 


14.00 
4-50 

12.00 
2.00 

15.00 


Polished  and  lacquered  brass  fittings  same  price  as  nickel  plated. 
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McCAMBRlDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


PORCELAIN   ENAMELED   IRON   FOOT  AND   HIP   BATHS. 


WITH  BOTTOM  SUPPLY  FITTINGS,  "  BELMAR  "  WASTE  AND  HARD  WOOD  RIM. 


Foot  Bath. 


Hip  Bath. 


PLATE  49-B. 


PLATE  50-B. 


Dimensions,  22  x  20  x  12  inches  deep  ;   height  from  floor 
to  top  of  wood  rim,  18  inches. 


24  X  24  inches  ;    12  inches  high  in  front,   iS  inches 
high  at  back. 


Enameled   bath   with   supply   fittings   and   Belmar 

waste,  nickel  plated  all  over ...  I50.00 

Nickel  plated  supply  pipes  to  floor 4.00 

Walnut,  cherry,  ash  or  oak  rim 5.00 


Price  complete  as  illustrated 


Enameled  bath  with  supply  fittings,  Belmar  waste, 

nickel  plated  all  over ^65.00 

Nickel  plated  pipes  to  floor 4.00 

Walnut,  cherry,  ash  or  oak  rim lo.oo 


Price  complete  as  illustrated 


If  exterior  of  bath  is  decorated  in  fine  enamel  (any  tint) add  Jio.oo 


with  gold  bands 


If  with  ebony  or  ivory  four  arm  handles  on  supplies 

If  with  set  of  four  nickel  plated  brass  legs 

If  with  mahogany  rim 

If  supply  and  waste  fittings  are  silver  plated  all  over 


14.00 
3-0O 

12.00 
2.00 

15-00 


If  all   supply   and  waste   fittings  outside   of  bath   and  below  rim   are   polished   brass  instead  of  nickel   plated,  deduct  Jio.oo 
"  "  "  "  "  "  "  "         rough  brass  "  "  "  "         20.00 


McCAMBRlDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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PORCELAIN   ENAMELED  IRON   BATHS. 


FRENCH  PATTERN  WITH  BOTTOM  SUPPLY  FITTINGS,  "BELMAR"  WASTE 


AND  HARD  WOOD  RIM. 


PLATE  51-B. 


Dimensions,  4,  4}4,  5,  5/^   and  6  feet  long;   23  inches  wide;    19  inches  deep;   26  inches  from  iioor  to  top  of  iron  rim,  but 
can  be  had  with  legs  3  inches  shorter.     Above  dimensions  do  not  include  wood  rim. 


Length  in  feet 4 

Enameled  bath  with  supply  and  waste  fittings,  nickel  plated  all  over     .    .  $79.00 

Nickel  plated  supply  pipes  to  floor 5.00 

Walnut,  cherry,  ash  or  oak  rim S.oo 


Price  complete  as  illustrated ^92.00 


4>^  5  5>^  6 

S82.00  $S6.oo  S90.00  S94.00 

5.00  5.00  5.00  5.00 

9.00  10.00  11.00  12.00 


$96.00 


$101.00 


$106.00 


$111.00 


If  exterior  of  bath  is  decorated  in  fine  enamel  (any  tint) add  $16.00 

"  "  "  "  with  gold  bands 

If  with  ebony  or  ivory  celluloid  four  arm  handles  on  supplies 

If  with  set  of  four  polished  brass  legs 

If  with  set  of  four  nickel  plated  brass  legs 

If  supply  and  waste  fittings  are  silver  plated  all  over 

It  supply  and  waste  handles   "         "  "  

If  with  mahogany  rim 


Polished  and  lacquered  brass  fittings  same  price  as  nickel  plated. 


3.00 
10.00 
12.00 
20.00 
6.00 
4.00 


If  supply  and  waste  fittings  below  the  rim,  outside  of  bath,  are  rough  brass  instead  of  nickel  plated deduct  $20.00 

"  ■'  "  "  "        "    polished  brass    "        <■       "  ".....        "        10.00 
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MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


PORCELAIN   ENAMELED  IRON   BATHS. 

FRENCH  PATTERN  WITH  BOTTOM  SUPPLY  FITTINGS,  "BELMAR"  WASTE 
AND  HARD  WOOD  RIM. 


PLATE   52-B. 


Dimensions,  4,  4)4,  5,  5/4  and  6  feet  long;   23  inches   wide;    19  inches  deep;   26  inches   from   floor  to  top  of  iron   rim,  but 
can  be  had  with  legs  3  inches  shorter.     Above  dimensions  do  not  include  wood  rim. 


Length  in  feet 4 

Enameled  bath  with  supply  and  waste  fittings,  nickel  plated  all  over      .      ^79.00 

Nickel  plated  supply  pipes  to  floor 5.00 

Walnut,  cherry,  ash  or  oak  rim 8.00 


Price  complete  as  illustrated S92.00 


4^ 

IS2.00 
5.00 
9.00 

$96.00 


5 
$86.00 
5.00 
10.00 

?IOI.OO 


5/. 
$90.00 
5.00 
11.00 

?io6.oo 


6 
((94.00 
5.00 
12.00 


If  exterior  of  bath  is  decorated  in  fine  enamel  (any  tint) add  $16.00 

"  "  "  "  "  "  with  gold  bands , 

If  with  ebony  or  ivory  celluloid  four  arm  handles  on  supplies 

If  with  set  of  four  polished  brass  legs 

If  with  set  of  four  nickel  plated  brass  legs 

If  supply  and  waste  fittings  are  silver  plated  all  over , 

If  supply  and  waste  handles  only  are  silver  plated 

If  with  mahogany  rim 


Polished  and  lacquered  brass  fittings  same  price  as  nickel  plated. 


20.00 
3.00 
10.00 
12.00 
20.00 
6.00 
4.00 


If  all  supply  and  waste  fittings  below  the  rim,  outside  of  bath,  are  rough  brass  instead  of  nickel  plated    ......  deduct  $20.00 

"         "         "       "         "  "  "  "  "  polished  brass  instead  of  nickel  plated "         10.00 


McCAMBRlDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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PORCELAIN   ENAMELED  IRON   BATHS. 

FRENCH    PATTERN   WITH    "IDEAL"    DOUBLE   BATH    BIBB,  "BELMAR"  WASTE 

AND   HARD   WOOD   RIM. 


PLATE  53-B. 


Dimensions,  4,  ^yi,  5,  5^2  and  5  feet  long;   23  inches  wide;    19  inclies  deep;   26  inches  from  floor  to  top  of  iron   rim,  but 
can  be  had  with  legs  3  inches  shorter.     Above  dimensions  do  not  include  wood  rim. 


Length  in  feet       4 

Enameled  bath  with  supply  and  waste  fittings,  nickel  plated  all  over  .    .    .  $64.00 

Nickel  plated  supplies  to  floor       ...      5.00 

Walnut,  cherry,  ash  or  oak  rim 8.00 


Price  complete  as  illustrated 


A% 

5 

5K 

6 

I67.00 

I71.00 

I75-00 

I79.00 

5.00 

5.00 

5.00 

5.00 

9.00 

10.00 

11.00 

12.00 

$96.00 


If  exterior  of  bath  is  decorated  in  fine  enamel  (any  tint) add  $16.00 

"         "  "  "  "  "  "  with  gold  bands  ...  

If  with  ebony  or  ivory  celluloid  four  arm  handles  on  double  bibb 

If  with  set  of  four  polished  brass  legs .' 

If  with  set  of  four  nickel  plated  brass  legs 

If  with  mahogany  rim 

If  with  nickel  plated  shower  attachment  and  rubber  hose 

If  supply  and  waste  fittings  are  silver  plated  all  over 

If  double  bath  bibb  and  waste  handles  only  are  silver  plated 

Polished  and  lacquered  brass  fittings  same  price  as  nickel  plated. 


20.00 
3.00 

10.00 

12.00 
4.00 
1.50 

20.00 
7.00 


If  all  supply  and  waste  fittings  below  the  rim,  outside  of  bath,  are  rough  brass  instead  of  nickel  plated deduct  S12.00 

"  "        "         "  "  "  "  "  "        "     polished  brass  instead  of  nickel  plated "  6.00 
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MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


PORCELAIN  ENAMELED  IRON   BATHS. 

FRENCH    PATTERN   WITH    BOTTOM   SUPPLY   FITTINGS,  BRASS  CONNECTED   WASTE 
AND   OVERFLOW,  HARD   WOOD   RIM. 

For  Hospitals,  Asylums  and  Prisons. 


PLATE   54-B. 


Dimensions,  4,  4)4,  5,  $)4  and  6  feet  long;   23  inches   wide;    19  inches  deep;    26  inches   from   floor  to  top  of  iron   rim,  but 
can  be  had  with  legs  3  inches  shorter.     Above  dimensions  do  not  include  wood  rim. 


Length  in  feet 4                  4^                   5                   5}4  6 

Enameled  bath  with  rough  brass  supply,  waste  and  over-   1                       «,q„„            »^, «,...„„            «, *<:, 

flow  fittings,  nickel  plated   trinimings  inside  of  bath    | ^^S.oo            fci-oo            fcS-oo            ^59-00  «63.oo 

Walnut,  cherry,  ash  or  oak  rim 7.50                8.50                9.50              10.50  ii.5o 

Price  complete  as  illustrated |55-50            159-50            $64.50            I69.50  I74.50 

If  supply  and  waste  fittings  are  polished  all  over add  $  8.00 

If  supply  and  waste  fittings  are  polished  and  nickel  plated  all  over "       16.00 

If  exterior  of  bath  is  decorated  in  fine   enamel  (any  tint) "       i5.oo 

If  with  set  of  four  polished  brass  legs "       10.00 

If  with  set  of  four  nickel  plated  brass  legs "      13.00 

Polished   and  lacquered  brass  fittings   same   price   as   nickel   plated. 
Valves  furnished  with  loose  keys  instead  of  wood  wheels  if  desired. 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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PORCELAIN   ENAMELED  AND   PAINTED   IRON   BATHS. 


FRENCH    PATTERN    WITH    BRASS   CONNECTED   WASTE   AND   OVERFLOW,    RUBBER   STOPPER 

AND   CHAIN,    HARD   WOOD   RIM. 


PLATE  55-B. 


Dimensions,  4,  4^,   5,  5)^    and  6  feet    long;    23  inches   wide;    ig  inches   deep;    26  inches   from   floor  to  top  of  iron  rim,  but 
can  be  had  with  legs  3  inches  shorter  if  desired.     Above  dimensions  do  not  include  wood  rim. 


Length  in  feet 4 

Enameled  bath  with  rough  brass  connected  waste  and   overflow  ■        .    .  ^39.00 

Painted  bath  with  rough  brass  connected  waste  and  overflow 23.00 

Walnut,  cherry,  ash  or  oak  rim,  extra 7.50 


A% 

5 

5% 

6 

42.00 

S46.00 

^50- 00 

«54.oo 

25.00 

27.00 

29.00 

31.00 

8.50 

9-50 

10.50 

11.50 

If  exterior  of  bath  is  decorated  in  fine  enamel  (any  tint) add  $16.00 

"         "  "  "  "  "  "  with  gold  bands 

If  waste  and  overflow  are  polished  and  nickel  plated  all  over 

If  waste  and  overflow  are  polished  only 

If  with  set  of  four  polished  brass  legs 

If  with  set  of  four  nickel  plated  brass  legs , 

If  with  mahogany  rim 

If  with  large  pattern,  ji  inch  nickel  plated  double  bath  bibb 

If  with  nickel  plated  supply  pipes  to  floor       

If  with  polished  brass  supply  pipes  to  floor 


20.00 
8.00 
4.00 
10.00 
12.00 
4.00 
7.00 
5.00 
4.00 
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MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


PORCELAIN   ENAMELED  AND   PAINTED  IRON   BATHS. 


FRENCH  PATTERN  WITH   COMMON  OVERFLOW,  RUBBER  STOPPER  AND  CHAIN, 


HARD   WOOD  RIM. 


PLATE  56-B. 


Dimensions  (exclusive  of  wood  rim),  4,  4'/i,  5,  5}4  and  6  feet  long  ;    23  inches  wide  ;    19   inches   deep  ;   26  inches  from  floor 
to  top  of  iron  rim,  but  can  be  had  with  legs  3  inches  shorter  if  desired. 

Length  in  feet 4  4'A  5                   5'A  6 

Enameled  bath  with  nickel  plated  trimmings Ssi-oo  $34-00  J838.00  ;?42.oo  JS46.00 

Painted  bath  with  nickel  plated  trimmings i5-00  17.00  19.00              21.00  23.00 

Walnut,  cherr>',  ash  or  oak  rim,  e.vtt'a 7-5°  S.50  9.50              10.50  11.50 

If  exterior  of  bath  is  decorated  in  fine  enamel,  (any  tint) ■    •  add  S16.C10 

"         "  "  "  "  "  "  with  gold  bands "       20.00 

If  with  set  of  four  polished  brass  legs "      10.00 

If  with  set  of  four  nickel  plated  brass  legs "       12.00 

If  with  nickel  plated  ^  inch  large  pattern  double  bath  bibb "         7-°o 


MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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PORCELAIN   ENAMELED  IRON   BATHS. 

"ALBION"  PATTERN  WITH  BOTTOM  SUPPLY  FITTINGS,  "BELMAR"  WASTE 

AND  HARD  WOOD  RIM. 


PLATE   57-B. 


Dimensions  (exclusive  of  wood  rim)  4>i,  5  and  5%  feet  long;   25  inches  wide;   19  inches  deep;   26  inches  from  floor  to  top 
of  iron  rim,  but  can  be  had  with  legs  3  inches  shorter  if  desired. 


Length  in  feet 

Enameled  bath,  with  rough  brass  supply  and  waste  fittings,  nickel  plated  handles 
Walnut,  cherry,  ash  or  oak  rim 

Price  complete  as  illustrated 


4>< 

5 

5K 

I69.00 

I73.00 

I77.00 

9.00 

10.00 

11.00 

I78.00 


;J83.oo 


If  exterior  of  bath  is  finished  in  fine  enamel  (any  tint) j  j 

"  with  gold  bands 

If  supply  and  waste  handles  are  silver  plated 

If  with  set  of  four  polished  brass  legs 

If  with  set  of  four  nickel  plated  brass  legs 

If  with  mahogany  rim 

If  with  ebony  or  ivory  celluloid  four-arm  handles  on  supplies      


J16.00 
20.00 
6.00 
10.00 
12.00 
4.00 
3.00 
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McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


PORCELAIN   ENAMELED  IRON   BATHS. 


MADELINE"  PATTERN,  PANEL  DECORATED  IN  BRONZE  OR  SILVER,  WITH  BOTTOM 


SUPPLY  FITTINGS,  "BELMAR"  WASTE  AND  HARD  WOOD  RIM. 


PLATE   58-B. 


Dimensions  (exclusive  of  wood  rim),  4,  4^,  5  and  5)4  feet  long;    24  inches  wide;    19  inches  deep;    26  inches  from  floor  to 
top  of  iron  rim,  but  can  be  had  with  legs  3  inches  shorter,  if  desired. 

Length  in  feet 4  /^%  5  ^yi 

Enameled  bath  with  bronzed  iron  legs  and  skirting,  and  rough"!  ,.0  *r,  «o_  » 

brass  supply  and  waste  fittings,  nickel  plated  hlndles,  J ^^o.oo  $83.00  SS7.00  $91.00 

Walnut,  cherry,  ash  or  oak  rim S.oo  9.00  10.00  11.00 

Price  complete  as  illustrated $S8.oo  $92.00  $97.00  $102.00 

If  exterior  of  bath  is  finished  in  fine  enamel  (any  tint) add  $16.00 

If  supply  and  waste  handles  and  inside  trimmings  are  silver  plated      "        6.00 

If  with  ebony  or  ivory  celluloid  four  arm  handles  on  supplies "        3.00 

If  with  mahoganj'  rim "         4.00 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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PORCELAIN   ENAMELED  IRON   BATHS. 

MADELINE   PATTERN,    PANEL   DECORATED   IN    BRONZE   OR   SILVER,    BOTTOM   SUPPLY   FITTINGS, 

"BELMAR"    WASTE   AND   HARD   WOOD   RIM. 


PLATE   59-B. 


Dimensions  (exclusive  of  wood  rim),  4,  4;^,  5  and  s'/i  feet  long;   24  inches  wide;    19  inches  deep; 
26  inches  from  floor  to  top  of  iron  rim. 


Length  in  feet 4  41^  g 

Enameled  bath  with  bronzed  iron  corner  legs  and  rough   "I 

brass  supply  and  waste  fittings,  nickel  plated  handles,        J »74-oo  t.76.00  $79.00 

Walnut,  cherry,  ash  or  oak  rim S.oo  9.00  10.00 

Price  complete  as  illustrated S82.00  §85.00  ^89.00 

If  exterior  of  bath  is  finished  in  fine  enamel  (any  tint) 

If  supply  and  waste  handles  and  inside  trimmings  are  silver  plated 

If  with  ebony  or  ivory  celluloid  four  arm  handles  on  supplies 

If  with  polished  brass  legs  and  skirting 

If  with  nickel  plated  brass  legs  and  skirting 

If  with  mahogany  rim 


5'A 
$82.00 

11.00 
$93.00 

add  J16.C10 

6.00 

3.00 

45.00 

55-00 

4.00 
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McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


PORCELAIN   ENAMELED  IRON   BATHS. 


MADELINE  PATTERN  WITH  BOTTOM  SUPPLY  FITTINGS,  "BELMAR"  WASTE 


AND  HARD  WOOD  RIM. 


PLATE  60-B. 

Dimensions  (exclusive  of  wood  rim),  4,  4^,  5  and  5>^  feet  long;    24  inches  wide;    19  inches  deep;    26  inches  from  floor  to 
top  of  iron  rim,  but  can  be  had  with  legs  3  inches  shorter  if  desired. 


Length  in  feet ' 4 

Enameled  bath  with  rough  brass  supply  and  waste  fittings,  nickel  plated  handles  .  §67.00 

Walnut,  cherry,  ash  or  oak  rim S.oo 

Price  complete  as  illustrated ^75.00 


4^ 

5 

5'A 

$69.00 

S73.00 

$77-oo 

9.00 

10.00 

11.00 

§83.00 


§8S.oo 


If  exterior  of  bath  is  finished  in  fine  enamel  (any   tint) add  f  16.00 

"  "  "  "  "  "  "  with  gold   lines 

If  supply  and  waste  handles  and  inside  trimmings  are  silver  plated 

If  with  ebony  or  ivory  celluloid  four  arm  handles  on  supplies 

If  with  set  of  four  nickel  plated  brass  legs 

If  with  set  of  four  polished  brass  legs 

If  with  mahogany  rim 


20.00 
6.00 
3.00 
10.00 
12.00 
4.00 


LARGE  SIZE  MADELINE  BATH. 

5  feet  long  ;   30  inches  wdde ;    19  inches  deep  ;    26  inches  from  floor  to  top  of  iron  rim. 

Enameled  bath  with  rough  brass  supply  and  waste  fittings,  nickel  plated  handles  and  wood  rim 

Extras  same  price  as  regular  bath. 


$94.00 


MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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PORCELAIN   ENAMELED   ROLL   RIM   IRON   BATHS. 


MADELINE   PATTERN   WITH   BOTTOM   SUPPLY   FITTINGS   AND   "BELMAR"   WASTE. 


PLATE   61-B. 


DIMENSIONS  : 


IvCngth  outside  of  roll,  5  feet  3  inches  ;  width  outside  of  roll,  29  inches  ;  depth  inside,  ig'/i  inches  ;  floor  to  top  of  roll,  27  inches. 
"  "  "     5  feet  9  inches ;       "  "  "     29  inches ;       "  "         igj^  inches;      "         "  "       27  inches. 

Width  of  roll  rim,   ^  inches. 


Length 5  ft.  3  in.         5  ft  9  i"- 

Enameled  roll  rim  bath  with  supply  and  waste  fittings,  nickel  plated  all   over |;ii6.oo  |;i20.oo 


If  exterior  of  bath  is  decorated  in  fine  enamel  (any  tint) add  f  16.00 

"        "  "  "  "         "  "  with  gold  lines 

If  supply  and  waste  bandies  are  silver  plated 

If  with  ebony  or  ivory  celluloid  four  arm  handles  on  supplies 

If  with  set  of  four  polished  brass  legs 

If  with  set  of  four  nickel  plated  brass  legs       

If  with  polished  brass  supply  pipes  to  floor 

If  with  nickel  plated  brass  supply  pipes  to  floor 


3.00 
3.00 
10.00 
12.00 
4.00 
5.00 


If  supply  and  waste  fittings  below  the  rim  are  polished  brass  instead  of  nickel  plated deduct  f  10.00 

"        "  "        "  "  "  "         "       rough  brass  "  "  "  ,    , "        20.00 
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McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


PORCELAIN   ENAMELED   ROLL  RIM  IRON   BATHS. 


FRENCH  PATTERN  WITH  "IDEAL"  DOUBLE  BATH  BIBB  AND  "  BELMAR "  WASTE. 


PLATE   62-B. 


In  above  plate  bath  is  shown  with  exterior  decorated  in  ivory  with  gold  lines,  but  can  be  decorated  any  color  or  design  to  order. 

DIMENSIONS  : 

Length  outside  of  roll,  4  feet  11  inches;  width  outside  of  roll,  29  inches;  depth  inside,  iSyi  inches;  height  on  legs,  26  inches. 
"  "  "         5  feet  5  inches ;         "  "  "     29  inches;       "  "        iS'A  inches;       "  "         26  inches. 

"  "  "        5  feet  II  inches ;       "  "  "     29  inches  ;       "  "        iS><  inches;       "  "        26  inches. 

Width  of  roll  rim,  3  inches.     Supply  and  waste  fittings,  add  4  inches  to  length  of  bath. 

Length 4  ft.  11  in.  5  ft.  5  in.  5  ft.  11  in. 

Enameled  roll  rim  bath  with  supply  and  waste  fittings,  nickel  plated  all  over $91. 00  feS-oo  feg-oo 

Nickel  plated  supply  pipes  to  floor 5.00  5.00  5.00 

Decorating  exterior  in  ivory  with  gold  lines 20.00  20.00  20.00 

Price  complete  as  illustrated |ii6.oo  |i2o.oo  |r24.oo 

If  with  ebony  or  ivory  celluloid  four  arm  handles  on  double  bibb add  $  3.00 

If  with  set  of  four  nickel  plated  brass  legs "       12.00 

If  supply  and  waste  fittings  are  silver  plated  all  over "      20.00 

Polished  and  lacquered  brass  fittings  same  price  as  nickel  plated. 

If  bath  is  decorated  ivory  without  gold  lines deduct  $  4.00 

If  without  supply  pipes  to  floor  "  5.00 

If  supply  and  waste  fittings  are  polished  brass  instead  of  nickel  plated , "  10,00 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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PORCELAIN   ENAMELED   ROLL   RIM   IRON   BATHS. 


FRENCH  PATTERN  WITH  BOTTOM  SUPPLY  FITTINGS  AND  "  BELMAR  "  WASTE. 


PLATE  63-B. 


In  above  plate  bath  is  showu  with  exterior  decorated  in  ivory  with  gold  lines,  but  can  be  decorated  any  color  or  design  to  order. 

DIMENSIONS  : 

Length  outside  of  roll,  4  feet  11  inches  ;  width  outside  of  roll,  29  inches  ;  depth  inside,  18  ;<  inches  ;  height  on  legs,  26  inches. 

"               "             "        5  feet  5  inches ;         "             "            "         29  inches  ;      "  "  i8,'2  inches;  "  "          26  inches, 

"               "            "        5  feet  1 1  inches ;       "            "            "        29  inches ;      "  "  iS}4  inches;  "  "          26  inches. 

Width  of  roll  rim,  3  inches.     Supply  and  waste  fittings,  add  4  inches  to  the  length  of  bath. 

Length 4  ft.  11  in.       5  ft.  5  in.         5  ft.  11  in, 

Enameled  roll  rim  bath  with  supply  and  waste  fittings,  nickel  plated  all  over |io6.oo  Siio.oo  f  114.00 

Decorating  exterior  in  ivory  with  gold  lines - 20.00  20.00  20.00 

Price  complete  as   illu.strated |i25.oo  |r30,oo  $134,00 

If  with  ebony  or  ivory  celluloid  four  arm  handles  on  supplies add  $  3,00 

If  with  set  of  four  nickel  plated  brass  legs "       12,00 

If  supply  and  waste  fittings  are  silver  plated  all  over      "       20,00 

Polished  and  lacquered  brass  fittings  same  price  as  nickel  plated. 

If  bath  is  decorated  in  ivory  without  gold  lines deduct  $  4.00 

If  without  supply  pipes  to  floor , "  5.00 

If  supply  and  waste  fittings  are  polished  brass  instead  of  nickel  plated "         10,00 
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MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


PORCELAIN   ENAMELED   ROLL   RIM   IRON   BATHS. 

FRENCH    PATTERN    WITH    BOTTOM   SUPPLY   FITTINGS,    "  BELMAR "   WASTE    AND 
OVERHEAD   SHOWER   ATTACHMENT. 


PLATE   64-B. 


The  above  plate  illustrates  Plate  63 — B  roll  rim  bath  with  overhead  shower,  shampoo  and  white  rubber  curtain  ;   this  highly 
desirable  feature  can  be  applied  to  any  style  of  bath  illustrated  in  this  catalogue. 

Add  to  price  of  bath  for  nickel  plated  overhead  shower  and  rubber  curtain,  complete  as  illustrated |;52.oo 

If  rubber  curtain  is  not  wanted deduct  fio.oo 

If  rubber  curtain  and  ring  are  not   wanted "         22.00 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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ROLL   RiM   PORCELAIN   BATHS. 


FRENCH   SHAPE   WITH    BOTTOM   SUPPLY    FITTINGS    AND 


"BELMAR"   WASTE. 


PLATE   65-B. 


Leugth  outside  (exclusive  of  fittings),  70  inches;   -widtli  outside,  31  inches;   depth  inside,  22  inches. 
"  "  "  "  64  inches;        "  "        31  inches;        "  "         22  inches. 

"  "  "  "  55  inches;        "  "        31  inches;        "  "         22  inches. 


Supply  and  waste  fittings,  add  5  inches  to  length. 


PRICES    FOR    ROLL   RIM    BATH,    GLAZKD    INSIDE   .A.ND    ON   THE   ROLL,    DECORATED    OUTSIDE   IN    FINE 
ENAMEL,    ANY   TINT,    WITH    GOLD   LINES. 


70  inches  long  with  nickel  plated  supply  and  waste  fittings  and  marble  legs 
64  inches     "         "  "  "  "  "         "  "  "  "  " 

55  inches     "         "  "  "  "  "         "  "  "  "  " 


I250.00 
230.00 
215.00 


If  bath  is  glazed  all  over add  |;20.oo 

If  supply  and  waste  fittings  are  silver  plated  all  over "       20.00 
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McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


ROLL   RIM   PORCELAIN   BATHS. 

POMPEIAN    SHAPE    WITH    BOTTOM    SUPPLY   FITTINGS   AND 
"BELMAR"    WASTE. 


PLATE   66-B. 


Dimensions,  5  feet  and  5;4  feet  long  outside;    29  inches  wide  outside;   20  inches  deep  inside. 

PRICES   FOR   POMPEIAN    ROI.L   RIM   PORCEI<AIN    BATH,    GLAZED   INSIDE   AND    ON   THE   ROLL,    AND   DECORATED   OUTSIDE 
WITH    FINE   ENAMEL,    ANY   TINT,    WITH   GOLD    LINES. 

5  feet  long  with  nickel  plated  supply  and  waste  iittings  and  marble  legs 1230,00 

5 'A  feet  long  with  nickel  plated  supply  and  waste  fittings  and  marble  legs 240.00 

If  bath  is  glazed  all  over a^^  |2o  00 

If  supply  and  waste  handles  are  silver  plated  all  over "        5,00 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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PORCELAIN   FOOT  AND   HIP   BATHS. 


Foot  Bath. 


PLATE  67-B. 


Dimensions  outside,  25  inches  long;    17  inches  wide;    13  inches  deep. 

Glazed  inside  and  outside,  without  supply  and  waste  fittings $50.00 

Glazed  inside  and  on  the  roll  only,  without  supply  and  waste  fittings ; 35.oo 

If  with  supplj'  and  waste  fittings  same  as  on  bath,  Plate  65 — B,  polished  and  nickel  plated  all  over,  add  $45. 00 


Hip  Bath. 


PLATE    68-B. 


Dimensions  outside,  26  inches  long;   2X  inches  wide. 


Glazed  inside  and  outside,  without  supply  and  waste  fittings     .... 
Glazed  inside  and  on  the  roll  only,  without  supply  and  waste  fittings 


$55-00 
45.00 


If  with  supply  and  waste  fittings  same  as  on  bath,  Plate  65 — B,  polished  and  nickel  plated  all  over,  add  $45.00 
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MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


RECESSED   TILE   BATHS   FOR  "IDEAL"   FIXTURES. 


SHOWING   CONSTRUCTION   OF   FRAME   WITH   WOOD    CASING. 


PLATE  69-B. 


SIDE   VIEW,    SHOWING   PATENT    "  IDEAI,  "    WASTE. 


TOP   VIEW,    SHOWING   DIMENSIONS   OF   WOOD    CAPPING. 


lliliiliiiiiiiiiiiililiiiliiliiiiiiililiM 

PLATE  71-B. 


Outside  dimensions  of  iron  frame — No.   i,  5  feet  4'X  inches  long;   2  feet  i  inch  wide  ;    i  foot  9  inches  deep. 
"         "         No.  2,  5  feet  10^  inches     "        2  feet  i  inch      "        i  foot  9  inches 


No.  I  tile  lined  bath  with  nickel  plated  supplj'  and  waste  fittings,  same  as  on  bath,  Plate  42 — B  (no  wood  rim),  I94.50 

No.  2         "                   "               '•            "  "  "         .'             .'             -  «  "  •'          '.         «         "         -  99.50 

No.  I         "                   "              '■            '■  "  "         "             "            .'  '.  ..  ."       43_B    "         "         ■'  95.85 

No.  2         "                   "              "            "  ■'  "        «            •<            •<          «         «         "  100.S5 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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"IDEAL"   COMBINATION   HIP   BATHS. 


WITH   WAVE    AND   DOUCHE   SPRAY   AND   PATENT   "IDEAL"    WASTE. 


Wtl     \^ 

PLATE  72-B. 

Unlike  other  hip  baths,  the  supplies  to  this  bath  are  all  under  the  control  of  one  hand  of  the  bather.  The  hot  and 
cold  supplies  are  regulated  by  the  two  four  arm  handles,  and  the  adjustment  of  the  centre  handle  directs  the  flow  to  either 
the  wave  in  back  of  bath  or  to  the  spray  in  bottom,  or  to  both  wave  and  spray  at  the  same  time.  By  means  of  a  small 
thumb  screw  in  Douche  spray  plate  the  spray  can  be  changed  to  a  single  jet,  to  which  can  be  attached  a  small  hose  if 
desired.     This  fixture  can  be  used  as  a  foot  as  well  as  a  hip  bath. 

Bath  complete,  with  nickel  plated  fittings,  without  hard  wood  case,  copper S60.00 

"  "  "      silver  plated  fittings,         "  "  "         "  "         68.00 

If  with  ebony  or  ivory  celluloid  four  arm  handles  on  supplies  and  waste add  $4.50 

Hard  wood  cases  for  hip  baths  made  to  order.     Prices  on  application. 


RECESSED  COPPER  FOOT   BATH. 


PLATE    73-B. 

Dimensions,  length  outside,  including  recess,  26/4^  inches;    width  outside,   16  inches;    depth  inside,   11  inches. 

16  oz.  copper  bath  with  nickel  plated  supply  and  waste  fittings  like  plate  43 — B $32.85 

16  oz.         "  "         "     silver  plated         "  "  "  "         "  "      37-85 

16  oz,         "  "      without  fittings , 12.00 
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McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


THE   "IMPROVED  SYPHO "   WATER  CLOSET. 


Patents  and  Registered  Trade-Marks  in  the  United  States,  England  and  France. 


PLATE  74-B. 

Back  of  "Sypho"  Closet  showing  coil  or  trapped  supply  A, 
leading  to  port  B,  in  dome  of  syphon. 


PLATE  75-B. 

Section  of  "  Sypho  "  Closet  showing  standing   water  in  bowl,  and  the 

opening  through  which  the  supply  reaches  the  flushing  rim. 

also  coil  or  trapped  supply  to  long  limb  ot  syphon. 


The  "Improved  Sypho"  Water  Closet  is  an  all  porcelain  syphoning  closet,  the  bowl  of  which  contains  a  suiScient 
quantity  of  water  when  at  rest  to  form  a  seal  or  trap  of  unusual  depth,  which  cannot  be  broken  by  syphonic  action,  thus 
rendering  "back  airing"  unnecessary  and  forming  an  effectual  barrier  against  the  passage  of  sewer  air. 

The  "Sypho"  contains  neither  wier  nor  lower  trap,  and  its  action  is  prompt,  strong  and   almost  noiseless. 

Its  operation  is  simple,  and  will  be  readily  understood  by  consulting  the  accompanying  cuts  and  description.  Upon 
opening  the  valve  in  tank,  water  flows  simultaneously  to  the  bowl  and  through  the  coil  A  to  port  B  in  the  dome  of  syphon, 
P/aie  7/ — B ;  the  water  which  passes  through  the  port  B  quickly  expels  the  air  from  the  long  limb  of  the  syphon, 
creating  a  powerful  syphonic  action,  withdrawing  the  contents  of  bowl,  which  are  driven  toward  and  into  the  neck  or  outlet 
by  the  force  of  water  from  the  flushing  rim.  After  the  discharge  ceases  a  diminished  flow  of  water  from  the  tank  through 
the  flushing  rim  refills  the  bowl.     /«  no  case  is  ii  possible  /or  the  ''Sypho"  to  be  left  ivithout  a  seal  after  use. 

The  small  trapped  waterway  shown  in  section,  Plate  js — B,  will  be  better  understood  by  first  noting  its  course,  as 
indicated  in  Plate  7/ — Z?,  where  it  will  be  seen  to  pass  from  the  point  where  the  flush  pipe  attaches,  down  one  side  of 
the  closet  thence  between  the  limbs,  as  indicated  by  the  dotted  lines,  to  the  opposite  side  and  extending  upward  terminates  in 
the  port  B,  which  discharges  into  the  long  limb  of  syphon.  The  water  seal  or  trap  in  coil  A  is  even  greater  than  that  in 
the  closet  bowl,  thereby  rendering  it  entirely  secure.  We  desire  to  call  particular  attention  to  the  fact  that  as  the  coil  A 
must  be  full  of  water  before  the  refill  will  run  to  the  bowl,  a  bowl  seal  always  indicates  a  seal  in  coil  A. 


DIRECTIONS   FOR  SETTING   THE   "SYPHO"    CLOSET. 

Do  not  set  the  "Sypho"  directly  over  a  trap.  The  "Sypho"  has  no  anti-syphon  connection,  nor  does  it  require  any. 
Should  it  be  set  over  the  closed  or  dead  end  of  soil  pipe,  the  bend  under  the  floor  initsl  be  vented.  This,  however,  is  rarely 
necessary,  as  in  modern  plumbing  the  soil  pipe  is  run  to  the  roof  To  obtain  the  best  results  possible,  the  flushing  tank 
should  be  placed  directly'  over  the  closet,  and  at  an  elevation  of  not  less  than  six  feet  from  the  floor,  using  1%  inch  flush 
pipe.  When  it  is  impossible  to  get  a  tank  elevation  of  over  four  or  five  feet,  I'/i  inch  pipe  should  be  used.  In  cases  where 
the  tank  cannot  be  placed  directly  over  the  closet,  run  the  flush  pipe  as  directly  to  closet  as  possible,  carefully  avoiding 
all  abrupt  bends. 

The  centre  of  floor  connection  should  be  14  inches  from  face  of  wall,  and  all  measurements  here  given  are  based  upon 
this  location  of  outlet,  which  brings  the  front  edge  of  bowl  23)^  inches  out.  If  space  is  limited,  outlet  may  be  set  13  inches 
froui  wall.     The  height  of  "Sypho"  is  from  16  to  16%  inches. 
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PRICE  LIST  OF  "SYPHO"  WATER  CLOSET  COMBINATIONS. 

The  price  of  any  "Sypho"  Water  Ci,oset  Combination  can  be  made  up  from  the  foi,i.owing  list: 

"Sypho"  Water  Closets  only. 

Including  Brass  Floor  Flange  and  Supply  Coupling. 

Plain  Avhite  or  ivor}-  tinted  .Sj'pho  closet $27.50 

Plain  white  or  ivory  tinted  Sypho  closet,  decorated  design  139       40.00 

Plain  white  or  ivor}-  tinted  Sypho  closet,  decorated  design  136,  138  or  140 42.50 

Embossed  ivory  tinted  S^-pho  closet     ...                                             32  50 

Embossed  ivory  tinted  Sj'pho  closet,  decorated  in  gold,  design  141 42.50 

Embossed  ivor}-  tinted  Sypho  closet,  decorated  in  gold  with  colored  ground,  design  142 42.50 

No.  4  Copper -Lined  Standard  Tanks— Illustrated  Plate  123-B. 

Including  Brackets,  Chain  and  Pull.  hegular.  large. 

Outside  dimensions,  inches 24  x  13  x  13  deep.     26X13X  17  deep. 

Pine  tank  with  japanned  iron  brackets S12.50  $i4-5o 

Beaded  tank,  stained  poplar  with  bronzed  iron  brackets 15.00  iS.oo 

Beaded  tank,  stained  poplar  with  nickel  plated  brass  brackets                 17.50  20.50 

Beaded  tank,  walnut,  cherry,  ash  or  oak  with  bronzed  iron  brackets 17  00  20.00 

Beaded  tank,  walnut,  cherr}-,  ash  or  oak  with  nickel  plated  brass  brackets 19.50  22.50 

Paneled  tank,  walnut,  cherry,  ash  or  oak  with  bronzed  iron  brackets 20.00  23.00 

Paneled  tank,  walnut,  cherry,  ash  or  oak  with  nickel  plated  brass  brackets      22.50  25-50 

Paneled  tank,  mahogany  with  nickel  plated  brass  brackets 25.00  28.00 

If  tank  is  lined  with  4  pound  sheet  lead  instead  of  copper add  4.00  4.00 

Bracket  boards  for  tank 1.25  1.25 

No.  4  Cast  Iron  Tank. 

Including  Brackets,  Chain  and  Pull. 

Outside  dimensions,  inches 22)4  x  12^  x  I4'4^  deep. 

Painted  iron  tank  with  japanned  iron  brackets      fio.oo 

Galvanized  iron  tank  with  galvanized  iron  brackets 13.50 

Enameled  iron  tank  with  japanned  iron  brackets i3-5o 

Enameled  iron  tank  and  brackets,  decorated  ivory  with  gold  lines 25.50 

Seats,  Lids,  Backs  and  Brackets. 

Seat  in  walnut,  cherry,  ash  or  oak,  without  brackets ^4.00    in  mahogany,  I5.25 

Lid  in  walnut,  cherry,  ash  or  oak 2.50                "                3.25 

Beaded  back,  in  walnut,  cherry,  ash  or  oak , i.oo                "                 1.50 

Paneled  back  in  walnut,  cherry,  ash  or  oak 1.50                 "                 2.00 

Polished  brass  seat  brackets per  pair,  i.oo 

Nickel  plated  brass  seat  brackets "  1.25 

Bronzed  iron  seat  brackets "  .25 

No.  7  Copper -Lined  Automatic  Tank  with  Galvanized  Inside  Box— Illustrated  Plate  126-B. 

Including  Brackets  and  Nickel  Plated  Connecting  Rod. 

Outside  dimensions,  inches 24  .x  14  x  i6  deep. 

Pine  tank  with  japanned  iron  brackets f  18.50 

Beaded  tank,  stained  poplar  with  bronzed  iron  brackets 21.00 

Beaded  tank,  stained  poplar  with  nickel  plated  brass  brackets 24.50 

Beaded  tank,  walnut,  cherry,  ash  or  oak  with  bronzed  iron  brackets      22.50 

Beaded  tank,  walnut,  cherry-,  ash  or  oak  with  nickel  plated  brass  brackets 26.00 

Paneled  tank,  walnut,  cherry,  ash  or  oak  with  bronzed  iron  brackets 24.50 

Paneled  tank,  walnut,  cherrj',  ash  or  oak  with  nickel  plated  brass  brackets 28.00 

Paneled  tank,  mahogany  with  nickel  plated  brass  brackets 31.00 

No.  7  Cast  Iron  Automatic  Tank. 

Outside  dimensions,  inches 23  x  13  x  15  deep. 

Enameled  or  galvanized f  22.00 

Automatic  Seats,  Backs  and  Brackets. 

Automatic  seat  in  walnut,  cherrj%  ash  or  oak,  without  brackets      ?5-50     in  mahogany,  I7  00 

Beaded  back  in  walnut,  cherry,  ash  or  oak i  00  "  1.50 

Paneled  back  in  walnut,  cherry,  ash  or  oak 1.50  "  2  00 

Automatic  seat  brackets,  bronzed  iron ...       per  pair,    5.00 

Automatic  seat  brackets,  polished  brass "  9.00 

Automatic  seat  brackets,  nickel  plated  brass "         10.00 

Sundry  Parts. 

Floor  flange,  rubber  gasket  and  bolts $1.00 

Adjustable  flush  pipe  with  straps polished  brass,  JS.oo     nickel  plated,    9.00 

Supply  pipe  for  tank  with  straps "  "         3.00         "  "  3.50 

Vent  for  bowl "  "         1.75  "  "  2.00 

J 

Brackets  for  No.  4  tank per  pair, 

Brackets  for  No.  7  tank 

lacquered  brass  work  same  price  as  nickel  plated. 


[APANNED 

GALVANIZED 

BRONZED 

POLISHED 

NICKEL  PLATED 

IRON. 

IRON. 

IRON. 

BRASS. 

BRASS. 

fo.50 

|l.OO 

|r.oo 

fe-oo 

$3.50 

I.oo 

1.50 

1.50 

4-50 

5.00 
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MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


THE  "SYPHO"  EMBOSSED  PORCELAIN  SYPHON   WATER  CLOSETS. 


With  No.  4  Copper-Lined  Paneled  Tank 


With  No.  4  Copper-Lined  Beaded  Tank. 


PLATE  76-B. 
Price  complete  as  illustrated,  173-2.5 


PLATE   77-B. 
Price  complete  as  illustrated,  $69.75 


The  above  prices  iuclude  ivory  tinted  embossed  closet,  walnut,  natural  or  stained  cherry,  ash,  natural  or  antique  oak  tank  and  seat, 
nickel  plated  brass  tank  and  seat  brackets,  nickel  plated  brass  adjustable  flush  pipe  and  straps. 

If  closet  is  decorated,  design  No.   141  or  142 add  |io.oo 

Countersunk  Italian  marble  floor  slab,  24  x  24  x  i'/(  inch  thick "         7.50 

If  with  bronzed  iron  instead  of  nickel  plated  brass  tank  and  seat  brackets deduct    3.50 

For  detailed  price  list,  see  page  55.     Directions  for  setting,  see  page  54. 
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EMBOSSED  "SYPHO"  WATER  CLOSETS. 


IvouY  AND  Goi<n 


DESIGN    No.  141. 


Ivory  and  Gold  with  Blue  Ground. 


DESIGN    No.  142. 


We  carry  in  stock  Design  No.    142  in  blue,  turquoise  and  pink,   and  will  decorate  to  order  in  any  color  desired. 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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THE  "SYPHO"  EMBOSSED  PORCELAIN  SYPHON  WATER  CLOSETS. 


With  No.  4  Copper-Lined  Pine  Tank. 


With  No.  4  Galvanized  or  Enameled  Iron  Tank. 


PLATE  78-B. 
Price  complete  as  illustrated,  without  flush  pipe,  f54-25 


PLATE  79-B. 
Price  complete  as  illustrated,  without  flush  pipe,  155.25 


The   above   prices  include   embossed   ivorj-   tinted   closet,  pine,  galvanized  or  enameled  iron  tank,  walnut,  natural   or  stained 
cherry,  ash,  natural  or  antique  oak  seat  and  nickel  plated  brass  seat  brackets. 

If  closet  is  decorated,  design  141  or  142 add  ^10.00 

Countersunk  Italian  marble  floor  slab,   24  x  24  s  i^  inch  thick "         7.50 

Jf  with  bronzed  iron  instead  of  nickel  plated  brass  tank  and  seat  brackets deduct  3.50 

For  detailed  price  list,  see  page  55.     Directions  for  setting,  see  page  54. 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


THE  "SYPHO"  PLAIN   PORCELAIN   SYPHON   WATER  CLOSETS. 


With  No.  4  Copper-Lined  Paneled  Tank. 


With  No.  4  Copper-Lined  Beaded  Tank. 


PLATE   80-B.  PLATE    81-B. 

Price  complete  as  illustrated,  ^68.25  Price  complete  as  illustrated,  S64.75 

The  above   prices  include  plain  -white  or  ivory  tinted  closet,  No.  4  copper-lined  walnut,  natural  or  stained  cherry,  ash,  natural   or 
antique  oak  tank  and  seat,  nickel  plated  brass  tank  and  seat  brackets  and  nickel  plated  brass  adjustable  flush  pipe  and  straps. 

If  closet  is  decorated,  design  139         add  12.50 

If  closet  is  decorated,  design  136,   138  or  140     ...  "     15.00 

Countersunk  Italian  marble  floor  slab,  24  x  24  x  i)4  thick "       7.50 

If  with  bronzed  iron  instead  of  nickel  plated  brass  tank  and  seat  brackets ,    ,    .    .    deduct  3.50 

For  detailed  price  list,  see  page  55.     Directions  for  setting,  see  page  54. 
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McCAMBRlDGE    &    CO.,  LIMITED,  PHILADELPHIA. 


DECORATED  "SYPHO"  WATER   CLOSETS. 

Fr.ORENTINE. 


DESIGN    No.  138. 


DESIGN    No.  139. 


We  carry  in  stock  above  designs  in  blue,   turquoise  and  pink,   but  will  decorate  to  order  in  an}-  color  desired. 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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DECORATED  "SYPHO"  WATER  CLOSETS. 

Stork  and  Palm. 


r^,' 


DESIGN    No.  136. 


MyrTi<e. 


DESIGN    No.  140. 
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THE  "SYPHO"  PLAIN   PORCELAIN  SYPHON  WATER  CLOSETS. 


With  No.  4  Copper-Lined  Pine  Tank. 


With  No.  4  G.'VLVanized  or  Enamei.Ed  Iron  Tank. 


PLATE  82-B.  PLATE  83-B. 

Price  complete  as  illustrated,  without  flush  pipe,  I49.25  Price  complete  as  illustrated,  without  flush  pipe,  $50.25 

The  above  prices  include  plain  white  or  ivory  tinted  closet,  No.  4  copper-lined  pine,  galvanized  or  enameled  iron  tank,  walnut,  natural 
or  stained  cherry,  ash,  natural  or  autiqne  oak  seat  and  nickel  plated  brass  seat  brackets. 

If  closet  is  decorated,  design  139 add  §12.50 

If  closet  is  decorated,  design  136,   138  or  140 "       15.00 

Countersunk  Italian  marble  floor  slab,   24  x  24  x  i)4  inch  thick "         7.50 

If  with  bronzed  iron  instead  of  nickel  plated  brass  seat  brackets deduct    i.oo 

For  detailed  price  list,  see  page  55.     Directions  for  setting,  see  page  54. 
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MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


THE  "SYPHO"  PLAIN   PORCELAIN  SYPHON  WATER  CLOSETS. 

WITH  LEFT  HAND  BOWL  VENT. 


PLATE  84-B. 

Plate  84— B  illustrates  the  "  Sypho  "  closet  with  bowl  vent  on  left  side.   It  can  be  had  either  right  or  left,  and  on  an}'  style  of  closet, 
plain  or  embossed.     The  distance  from  centre  of  closet  to  outside  of  vent  pipe  is  about  S  inches. 

Add  to  price  of  regular  closet  for  lyi  inch  nickel  plated  brass  bowl  vent fa.oo 

Add  to  price  of  regular  closet  for  ij^  inch  polished  brass  bowl  vent 1.75 

Important. — In  ordering  "Sypho"  closets  be  particular  to  state  whether  wanted  with  or  without  bowl  vent, 

and  if  vented  whether  ritjht  or  left  hand, 
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PLAIN   PORCELAIN  "SYPHO"  WATER  CLOSET. 

WHITE  OR  IVORY  TINTED  WITH  AFTER -WASH  TANK  AND  AUTOMATIC  SEAT. 


Description  of  tank 


PLATE   85-B 

Copper-lined                Copper-lined                Copper-lined 

hard  wood  beaded   stained  poplar  beaded  hard  wood  paneled 

tank,  nickel  plated      tank,  nickel  plated     tank,  nickel  plated 

brass  brackets.            brass  brackets.            brass  brackets 

Copper-lined 

pine  tank, 

Japanned  iron 

brackets. 

Galvanized 

or  enameled 

iron  tank  and 

brackets 

$26.00 

S24.50 

S2S.OO 

$18.50 

$22.00 

27.50 
6.50 

27.50 
6.50 

27.50 
7.00 

27.50 
6.50 

27-50 
6.50 

10.00 

10.00 

10.00 

10.00 

10.00 

9.00 

9.00 

9.00 

9.00 

9.00 

$79.00 

177.50 

IS1.50 

171-50 

I75OO 

Price  of  tank 

Plain  white  or  ivory  tinted  closet,  floor  flange  and  bolts, 

Seat  and  back  in  walnut,  cherry,  ash  or  oak 

Nickel  plated  brass  automatic  seat  brackets 

Nickel  plated  brass  adjustable  flush  pipe  and  straps  .    . 

Price  complete      

If  with  I  y,  inch  nickel  plated  brass  bowl  vent,  Plate  5/ — B add  $2.00 

If  with  mahogany  tank  and  seat,  to  price  of  paneled  or  beaded  hard  wood "       5.00 

Countersunk  white  Italian  floor  slab,  24  x  24  inches,   134^  inch  thick "       7.50 

If  with  bronzed  iron  instead  of  nickel  plated  brass  tank  and  seat  brackets deduct  8.50 

If  with  polished  brass  instead  of  nickel  plated  tank  and  seat  brackets "         1.50 

If  without  seat  back,  deduct  for  beaded,  |i.oo;   for  paneled,  $1.50. 
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MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


THE  "  MASCARET  "  EMBOSSED  PORCELAIN  FRONT  WASHOUT  WATER  CLOSETS. 


With  No.  4  Copper-Lined  Paneled  Tank, 


With  No.  4  Copper-IvIned  Beaded  Tank. 


PLATE  86-B. 
Price  complete  as  illustrated, 


PLATE  87-B. 


1.75 


Price  complete  as  illustrated,  I56.25 


The  above  prices  include  white  or  ivory  tinted  closet.  No.  4  copper-lined  walnut,  natural  or  stained  cherry,  asli,  natural  or  antique  oak 
tank  and  seat,  nickel  plated  brass  tank  and  seat  brackets  and  nickel  plated  brass  adjustable  flush  pipe  and  straps. 

If  closet  is  decorated  in  gold  onl}',  or  in  gold  with  colored  ground       add  $12.50 

Countersunk  Italian  marble  floor  slab,  24  X  24  inches,  1^4  inch  thick      ''        7-50 

If  with  bronzed  iron  instead  of  nickel  plated  brass  tank  and  seat  brackets deduct    3.50 

For  detailed  price  list,  see  page  87.     Set  outlet  for  "  Mascaret "  closet  11  inches  from  centre  to  face  of  wall. 


McCAMBRlDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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THE  "MASCARET"  EMBOSSED   PORCELAIN   FRONT  WASHOUT  WATER  CLOSETS. 

WITH  TRAP. 

With  No.  4  Copper-Lined  Pine  Tank.  With  No.  4  Gai^vanized  or  Enamei.Ed  Iron  Tank. 


PLATE   88-B.  PLATE  89-B. 

Price  complete  as  illustrated,  without  flush  pipe,  I41.75  Price  complete  as  illustrated,  without  flush  pipe,  $4^.75 

Price  with  painted  iron  tank,  complete  as  illustrated,  without  flush  pipe,  I39.25 

The  above  prices  include  white  or  ivory  tinted  closet.  No.  4  copper-lined  pine,  painted,  galvanized  or  enameled  iron  tank,  iron  tank 
brackets,  walnut,  natural  or  stained  cherry,  ash,  natural  or  antique  oak  seat  and  nickel  plated  brass  seat  brackets. 

If  closet  is  decorated  in  gold  only,  or  in  gold  with  colored  ground      add  $12.50 

Countersunk  Italian  marble  floor  slab,  24  x  24  inches,  i '4^  inch  thick      .    .        "        7.50 

If  with  bronzed  iron  instead  of  nickel  plated  brass  seat  brackets deduct    i.oo 

For  detailed  price  list,  see  page  87.     Set  outlet  for  "Mascaret"  closet  n  inches  from  centre  to  face  of  wall. 
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McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


THE  "SHELDON"  EMBOSSED  PORCELAIN  OVAL  FRONT  WASHOUT  WATER  CLOSETS 

WITH   TRAP. 

With  No.  4  CorrER-LTXEn  P.^xeled  Tank.  With  No.  4  Copper-Lined  Beaded  Tank. 


J 

■Ir 

l\ 

r 

7. 

r 

PLATE  90-B.  PLATE  91-B. 

Price  complete  as  illustrated,  I57.75  Price  complete  as  illustrated,  #54.25 

Above  prices  include  "Sheldon  "  closet,  No.  4  copper-lined  paneled  or  beaded  walnut,  natural  or  stained  cherr}',  ash,  natural  or  antique 
oak  tank  and  seat,  nickel  plated  brass  tank  and  seat  brackets,  nickel  plated  brass  flush  pipe  and  straps. 

If  closet  is  decorated  in  gold  only,  or  in  gold  with  colored  ground      add  S12.50 

Countersunk  Italian  marble  floor  slab,  24  X  24  inches,  I X  inch  thick      "        7.50 

If  with  bronzed  iron  instead  of  nickel  plated  brass  tank  and  seat  brackets deduct  3.50 

For  detailed  price  list,  see  page  87.     Set  outlet  for  "  Sheldon  "  closet  11  iuches  from  centre  to  face  of  wall. 


MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


71 


THE  "SHELDON"  EMBOSSED  PORCELAIN  OVAL  FRONT  WASHOUT  WATER  CLOSETS 

WITH   TRAP. 

With  No.  4  Copper-Lined  Pine  Tank.  With  No.  4  Gam'anized  or  Enameled  Iron  Tank. 


f       T\^ 
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PLATE    92-B.  PLATE   93-B. 

Price  complete  as  illustrated,  without  flush  pipe,  S39.75  Price  complete  as  illustrated,  without  flush  pipe,  $40.75 

Price  with  painted  iron  tank,  complete  as  illustrated,  without  flush  pipe,  J37.25 

Above  prices  include  "Sheldon"  closet,  No.  4  copper-lined  pine,  painted,  galvanized  or  enameled  iron  tank   and  brackets,  walnut, 

cherry,  ash  or  oak  seat  and  nickel  plated  brass  seat  brackets. 

If  closet  is  decorated  in  gold  onl}',  or  in  gold  with  colored  ground add  $12  50 

Countersunk  Italian  marble  floor  slab,  24  X  24  inches,  I X  inch  thick "        7- 5° 

If  with  bronzed  iron  instead  of  nickel  plated  brass  seat  brackets      deduct    i.oo 

For  detailed  price  list,  see  page  87.     Set  outlet  for  "  Sheldon  "  closet  1 1  inches  from  centre  to  face  of  wall. 
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McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


THE  "ARNO"  PLAIN   PORCELAIN   OVAL  FRONT  WASHOUT  WATER  CLOSETS. 

WITH   TRAP. 

With  No.  4  Copper-Lined  Paneled  Tank.  With  No.  4  Copper-Lined  Beaded  Tank. 


PLATE  94-B. 

Price  complete  as  illustrated,  I53.25 


PLATE   95-B. 
Price  complete  as  illustrated,  $49.75 


Above  prices  include  the  "  Ariio  "  oval  washout  closet,  No.  4  copper-lined  paneled  or  beaded  walnut,  natural  or  stained  cheny,  ash, 
natural  or  antique  oak  tank  and  seat,  nickel  plated  brass  tank  and  seat  brackets,  nickel  plated  brass  flush  pipe  and  straps. 

Countersunk  Italian  marble  floor  slab,  24  X  24  inches,  ij^  inch  thick add    S7.50 

If  with  bronzed  iron  instead  of  nickel  plated  brass  tank  and  seat  brackets      deduct  3.50 

For  detailed  price  list,  see  page  Sy.     Set  outlet  for  "  Arno  "  closet  10  inches  from  centre  to  face  of  wall. 


MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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THE  "ARNO"  PLAIN  PORCELAIN  OVAL  FRONT  WASHOUT  WATER  CLOSETS. 

WITH   TRAP. 

With  No.  4  Copper-Lined  Pine  Tank.  With  No  4    Galvanized  or  Enameled  Iro.s'  Tank. 


PLATE  96-B.  PLATE  97-B. 

Price  complete  as  illustrated,  without  flush  pipe,  I35.25  Price  complete  as  illustrated,  without  flush  pipe,  :?36.25 

Price  with  painted  iron  tank,  complete  as  illustrated,  without  flush  pipe,  $32.75 

Above  prices  include  the  "  Arno  "  oval  washout  closet,  No.  4  copper-lined  pine,  painted,  galvanized  or  enameled  iron  tank  and  brackets, 
walnut,  cherry,  ash  or  oak  seat  and  nickel  plated  brass  seat  brackets. 

Countersunk  Italian  marble  floor  slab,  24  x  24  inches,  i^  inch  thick add    $7.50 

If  with  bronzed  iron  instead  of  nickel  plated  brass  seat  brackets deduct   i.oo 

For  detailed  price  list,  see  page  87.     Set  outlet  for  "  Arno  "  closet  10  inches  from  centre  to  face  of  wall. 
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MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


THE  "MENTONE"  PLAIN  PORCELAIN  SQUARE  TOP  BACK  WASHOUT  WATER  CLOSETS 

WITH   TRAP. 


With  No.  4  Copper-Lined  Panelicd  Tank. 


With  No.  4  Copfer-LixEd  Beaded  Tank. 


PLATE  98-B. 
Price  complete  as  illustrated,  I56.75 


PLATE   99-B. 
Price  complete  as  illustrated,  $53.25 


Above  prices  include  the  "  Mentone  "  square  top  washout  closet.  No.  4  copper-lined  painted  or  beaded  walnut,  natural  or  stained  cherry, 
ash,  natural  or  antique  oak  tank  and  seat,  nickel  plated  brass  tank  and  seat  brackets,  nickel  plated  brass  flush  pipe  and  straps. 

Countersunk  Italian  marble  floor  slab,  24  X  24  inches,  ijjf  inch  thick      add    $7.50 

If  with  bronzed  iron  instead  of  nickel  plated  brass  tank  and  seat  brackets deduct  3.50 

For  detailed  price  list,  see  page  87.     Set  outlet  for  "  Mentone  "  closet  13^  inches  from  centre  to  face  of  wall. 


McCAMBRIDGE    &    CO.,  LIMITED,  PHILADELPHIA. 
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THE  "MENTONE"  PLAIN  PORCELAIN  SQUARE  TOP,  BACK  WASHOUT  WATER  CLOSETS 

WITH   TRAP. 

With  No.  4  Copper-Lined  Pine  Tank.  With  No.  4  Galvanized  or  Enameled  Iron  Tank. 


PLATE   100-B.  PLATE   101-B. 

T,  •  ,4         -11     4-     J-  J       -i-i       t- a     -u     ■        to  Price  complete  as  illustrated,  with  Galvanized  or  enameled 

Price  complete  as  illustrated,  without  flush  pipe,  1^8. 7s  ^^  ^^    ^  ^  -.i.      .  A     t.     ■        dt 

^  '  f  f  <  f'j    /J  tank,  without  flush  pipe,  $39.75 

Price  with  painted  iron  tank,  complete  as  illustrated,  without  flush  pipe,  $36.^25 

Above  prices  include   the  "Mentone"  square  top  washout   closet.  No.  4  copper-lined   pine,  painted,  galvanized  or  enameled  iron 
tank  and  brackets,  walnut,  cherry  ash  or  oak  seat  and  nickel  plated  brass  seat  brackets. 

Countersunk  Italian  marble  floor  slab,  24  x  24  inches,   13-4  inch  thick add    $7. 50 

If  with  bronzed  iron  instead  of  nickel  plated  brass  seat  brackets deduct    i.oo 

For  detailed  price  list,  see  page  87.     Set  outlet  for  "Mentone"  closet  13^  inches  from  centre  to  face  of  wall. 
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McCAMBRIDGE    &    CO.,  LIMITED,  PHILADELPHIA. 


THE  "SELMA"  EMBOSSED  PORCELAIN  OVAL  HOPPER  AND  TRAP. 

With  No.  4  Copper-Lined  Paneled  Tank.  With  No.  4  Copper-Lined  Beaded  Tank. 


PLATE   102-B 
Price  complete  as  illustrated,  I50.75 


PLATE  103-B. 
Price  complete  as  illustrated,  ^47.25 


Above  prices  include  the  "Selma"  embossed  oval  hopper  and  trap,  No.  4  copper-lined  paneled  or  beaded  walnut,  natural  or  stained 
cherry,  ash,  natural  or  antique  oak  tank  and  seat,  nickel  plated  brass  tank  and  seat  brackets,  nickel  plated  brass  flush  pipe  and  straps. 

If  hopper  is  decorated  in  gold  only,  or  in  gold  with  colored  ground      add    ^10.00 

Countersunk  Italian  marble  floor  slab,  24  x  24  inches,  1%  inch  thick "  7.50 

If  with  bronzed  iron  instead  of  nickel  plated  brass  tank  and  seat  brackets deduct      3.50 

For  detailed  price  list,  see  page  87.     Set  outlet  for  "Selma  "  closet  12  inches  from  centre  to  face  of  wall. 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


THE  "SELMA"  EMBOSSED   PORCELAIN   OVAL  HOPPER  AND   TRAP. 


With  No.  4  Copper-Lined  Pine  Tank. 


With  No.  4  Galvanized  or  Enameled  Iron  Tank. 


PLATE   104-B  PLATE   105- B. 

Price  complete  as  illustrated,  without  flush  pipe,  I32.75  ^"'"^  '°"'^''' tenk^Sufflrh^f ''e'llTyt  "'  """""'^^^'^ 

Price  with  painted  iron  tank,  complete  as  illustrated,  without  flush  pipe,  fee.  25 

Above   prices  include  the  "  Selma  "  embossed  oval  hopper  and  trap,  No.  4  copper-lined  pine,  painted,  galvanized  or  enameled  iron 
tank  and  brackets,  walnut,  cherry,  ash  or  oak  seat  and  nickel  plated  brass  seat  brackets. 

If  hopper  is  decorated  in  gold  only,  or  in  gold  with  colored  ground      add    |io.oo 

Countersunk  Italian  marble  floor  slab,  24  x  24  inches,  i^  inch  thick "  7.50 

If  with  bronzed  iron  instead  of  nickel  plated  brass  seat  brackets deduct      i.oo 

For  detailed  price  list,  see  page  87.     Set  outlet  for  "  Selma  "  closet  12  inches  from  centre  to  face  of  wall. 
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McCAMBRIDGE   &    CO.,  LIMITED,  PHILADELPHIA. 


THE  "DAMOSAS"  EMBOSSED   PORCELAIN  SQUARE  HOPPER  AND  TRAP. 


With  No.  4  Coppkr-Lined  Paneled  Tank. 


With  No.  4  Copper-Lined  Beaded  Tank. 


PLATE   106-B.  PLATE    1  07-B. 

Price  complete  as  illustrated,  |s?.25  Price  complete  as  illustrated,  I4S.75 

Above  prices  include  the  "Damosas"  embossed  square  hopper  and  trap.  No.  4  copper-lined  paneled  or  beaded  walnut,  natural  or  stained 
cherry,  ash,  natural  or  antique  oak  tank  and  seat,  nickel  plated  brass  tank  and  seat  brackets,  nickel  plated  brass  flush  pipe  and  straps. 

If  hopper  is  decorated  in  gold,  or  in  gold  with  colored  ground add    Sio.oo 

Countersunk  Italian  marble  floor  slab,  24  x  24  inches,  i)4  inch  thick "  7.50 

If  with  bronzed  iron  instead  of  nickel  plated  brass  tank  and  seat  brackets deduct     3.50 

For  detailed  price  list,  see  page  87.     Set  outlet  for  "  Damosas  "  closet  12  inches  from  the  centre  to  face  of  wall. 


McCAMBRlDGE   &   CO.,  LIMITED,  PHILADELPHIA. 
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THE  "DAMOSAS"  EMBOSSED   PORCELAIN   SQUARE   HOPPER  AND  TRAP. 

With  No.  4  Copper-Lined  Pine  Tank.  With  No  4    Galvanized  or  Enamei-Ed  Iron  Tank. 


PLATE   108-B.  PLATE   109-B. 

Price  cotnplete  as  illustrated,  without  flush  pipe,  fe4..5  ^"'^^  '^^'^^^^rul!  wTtw'fiulVpt  fott  ""'  ""^"^'^' 

Price  with  painted  iron  tank,  complete  as  illustrated,  without  flush  pipe,  fei.ys 

Above  prices  include  the  "  Damosas  "  embossed  square  hopper  and  trap,  No.  4  copper-lined  pine,  painted,  galvanized  or  enameled 
iron  tank  and  brackets,  walnut,  cherry,  ash  or  oak  seat  and  nickel  plated  brass  seat  brackets. 

If  hopper  is  decorated  in  gold,  or  in  gold  with  colored  ground        add    Sio.oo 

Countersunk  Italian  marble  floor  slab,  24  x  24  inches,  i^  inch  thick "  7.50 

If  with  bronzed  iron  instead  of  nickel  plated  brass  seat  brackets  deduct      1.00 

For  detailed  price  list,  see  page  87.     Set  outlet  for  "  Damosas  "  closet  12  inches  from  centre  to  face  of  wall. 
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McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


THE  "ORION"  PLAIN   PORCELAIN   OVAL   HOPPER  AND  TRAP. 


With  No.  4  Copper-Lined  Paneled  Tank. 


With  No.  4  Copper-Lined  Beaded  Tank. 


PLATE   110-B.  PLATE  111-B. 

Price  complete  as  illustrated,  I4S.50  price  complete  as  illustrated,  I45.50 

Above  prices  include  the  "Orion  "  oval  hopper  and  trap,  No.  4  copper-lined  paneled  or  beaded  walnut,  natural  or  stained  cherry,  ash, 
natural  or  antique  oak  tank  and  seat,  nickel  plated  brass  tank  and  seat  brackets,  adjustable  seat  legs,  flush  pipe  and  straps. 

Countersunk  Italian  marble  floor  slab,  24  x  24  inches,  i)4  inch  thick add    $7.50 

If  with  bronzed  iron  instead  of  nickel  plated  brass  tank  and  seat  brackets  and  legs deduct  4.75 

For  detailed  price  list,  see  page  87.     Set  outlet  for  "  Orion  "  closet  12  inches  from  centre  to  face  of  wall. 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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THE  "ORION"  PLAIN   PORCELAIN  OVAL  HOPPER  AND  TRAP. 


With  No.  4  Copper-Lined  Pine  Tank. 


With  No.  4  Gai,vanized  or  Enameled  Iron  Tank. 


PLATE    112-B.  PLATE   1 1  3-B. 

Price  complete  as  illustrated,  without  flush  pipe,  S30.50 

Price  with  painted  iron  tank,  complete  as  illustrated,  without  flush  pipe,  $28.00 


Price  complete  as  illustrated,  with  galvanized  or  enameled 
tank,  without  flush  pipe,  $31.50 


Above  prices  include  the  "Orion"  hopper  and  trap.  No.  4  copper-lined  pine,  painted,  galvanized  or  enameled  iron  tank  with  iron 
brackets,  walnut,  cherry,  ash  or  oak  seat,  nickel  plated  brass  seat  brackets  and  adjustable  legs. 


Countersunk  Italian  marble  floor  slab,  24  X  24  inches,  i!^  inch  thick 

If  with  bronzed  or  galvanized  iron  instead  of  nickel  plated  brass  seat  brackets  and  legs 


add    S7.50 
deduct  2.25 


For  detailed  price  list,  see  page  87.     Set  outlet  for  "  Orion  "  closet  12  inches  from  centre  to  face  of  wall. 
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McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


THE  "NAIAD"  PLAIN  PORCELAIN  SQUARE  HOPPER  AND  TRAP. 


With  No.  4  Copper-Lined  Paneled  Tank. 


With  No.  4  Copper-Lined  Beaded  Tank. 


PLATE  114-B. 
Price  complete  as  illustrated,  I49.50 


PLATE    115-B. 

Price  complete  as  illustrated,  S46.50 


Above  prices  include  the  "  Naiad  "  square  hopper  and  trap,  No.  4  copper-lined  paneled  or  beaded-walnut,  natural  or  stained  cherr}',  ash, 
natural  or  antique  oak  tank  and  seat,  nickel  plated  brass  tank  and  seat  brackets,  adjustable  legs  and  flush  pipe. 

Countersunk  Italian  marble  floor  slab,  24  X  24  inches,  i  >4^  inch  thick add    $7.50 

If  with  bronzed  iron  instead  of  nickel  plated  brass  tank  and  seat  brackets  and  legs deduct   4.75 


For  detailed  price  list,  see  page  S7.     Set  outlet  for  "  Naiad  "  closet  12  inches  from  centre  to  face  of  wall. 


McCAMBRlDGE   &    CO.,  LIMITED,  PHILADELPHIA, 
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THE  "NAIAD"  PLAIN   PORCELAIN  SQUARE  HOPPER  AND  TRAP. 


With  No.  4  Copper-Lined  Pine  Tank. 


With  No.  4  Gai,vanized  or  Enameled  Iron  Tank. 


7^ 


\ 


I 
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PLATE   116-B.  PLATE   117-B. 

Price  complete  as  illustrated,  without  flush  pipe,  S31.50  ^"''^  complete  as  illustrated  with  galvanized  or  enameled 

'^  ^       "^  tank,  without  flush  pipe,  $32.50 

Price  with  painted  iron  tank,  complete  as  illustrated,  without  flush  pipe,  $29.00 

Above  prices  include  the  "Naiad"  square   hopper   and  trap.  No.  4  copper-lined  pine,  painted,  galvanized  or  enameled  iron  tank 
with  iron  brackets,  walnut,  cherry,  ash  or  oak  seat,  nickel  plated  brass  seat  brackets  and  adjustable  legs. 

Countersunk  Italian  marble  floor  slab,  24  X  24  inches,  ij4f  inch  thick add    S7.50 

If  with  bronzed  iron  instead  of  nickel  plated  brass  seat  brackets  and  legs deduct   2.25 

For  detailed  price  list,  see  page  87.     Set  outlet  for  "  Naiad  "  closet  12  inches  from  centre  to  face  of  wall. 
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McCAMBRIDGE    &   CO.,  LIMITED,  PHILADELPHIA. 


THE  "ORTLEY"  PLAIN   PORCELAIN   LONG  OVAL   HOPPER. 


With  No.  4  Copper-Lined  Paneled  Tank. 


PLATE  118-B 
Price  complete  as  illustrated,  $38.50 


With  No.  4  Copper-Lined  Beaded  Tank. 


PLATE  119-B. 

Price  complete  as  illustrated,  I35.50 


Above  prices 
Countersunk 


include  the  "  Ortley  "  porcelain  hopper  and  No.  4  copper-lined  paneled  or  beaded  walnut,  natural  or  stained 
natural  or  antique  oak  tank,  nickel  plated  brass  tank  brackets,  nickel  plated  brass  flush  pipe  and  straps. 


Italian  marble  floor  slab,  24  X  24  inches,  1J4;  inch  thick 

por  detailed  price  list,  see  page  87.     Set  outlet  for  the  "  Ortley  "  11  inches  from  centre  to  face  of  wall. 


cherry,  ash, 
add    $7.50 


McCAMBRlDGE    &    CO.,  LIMITED,  PHILADELPHIA. 
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THE  "ORTLEY"  PLAIN   PORCELAIN   LONG   OVAL   HOPPER. 


With  No.  4  Copper-Lined  Pine  Tank. 


With  No.  4  Gai,vanized  or  Enameled  Iron  Tank. 


PLATE  121-B. 


PLATE   120-B. 
Price  complete  as  illustrated,  without  flush  pipe,  I20.50 

Price  with  painted  iron  tank,  complete  as  illustrated,  without  flush  pipe,  S18.00 


Price  complete  as  illustrated,  with  galvanized  or  enameled 
tank,  without  flush  pipe,  I21.50 


The  above  prices  include  the  "  Ortley  "  porcelain  hopper  and  No.  4  copper-lined  pine,  painted,  galvanized  or 

enameled  iron  tank  with  iron  brackets. 

Countersunk  Italian  marble  floor  slab,  24  X  24  inches,  ij^"  inch  thick add    ^7.50 

For  detailed  price  list,  see  page  S7.     Set  outlet  for  the   "Ortley"   11  inches  from  centre  to  face  of  wall. 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


PORCELAIN   SLOP   HOPPER  COMBINATION. 


PLATE    122-B. 


Style  of  tank 


Copper-lined 

pine  tanlc, 

Japanned  iron 

brackets. 


Price  of  tank     .    , ;?i2.5o 

Price  of  liopper 20.00 

Price  of  nickel  plated  liopper  cock S.50 

Price  of  nickel  plated  flush  pipe        .        ...  8.00 

Price,  without  marble  back f49.oo 


Copper-lined 

stained  poplar  beaded 

tank,  nickel  plated 

brass  brackets. 

^17.50 

20.00 

8.50 

S.oo 


Copper-lined 

hard  wood  beaded 

tank,  nickel  plated 

brass  brackets. 

^rg.so 

20.00 

8.50 

S.oo 


Copper-lined 

hard  wood  paneled 

tank,  nickel  plated 

brass  brackets. 

S22.50 

20.00 

8.50 

8.00 


Painted  iron 
tank  and 
brackets. 

^10.00 

20.00 

8.50 

8.00 


Galvanized 

or  enameled 

iron  tank  ana 

brackets. 

SI3.50 

20.00 

8.50 

8.00 


l.OO 


I59.00 


#46.50 


fSo.oo 


If  with  bronzed  iron  instead  of  nickel  plated  brass  brackets  under  hard  wood  tanks,  deduct  $2.50 
Set  outlet  for  slop  hopper  15  inches  from  centre  to  face  of  wall. 
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PRICE-LIST  OF  SUNDRY  WATER  CLOSET  COMBINATIONS. 

The  Price  of  any  Water  Closet  Combination  from  Plate  86  B  to  lai  P.  can  be  made  up  from  the  following  List. 

Porcelain  Closets  Only. 

Including  Brass  Floor  Flange  and  Supply  Coupling. 

Plate  86  B  to  Sg  B  Mascaret  closet,  white  or  ivory  tinted I20.00 

Plate  86  B  to  89  B  Mascaret  closet,  decorated  in  gold  only,  or  in  gold  with  colored  ground 32.50 

Plate  90  B  to  93  B  Sheldon  closet,  white  or  ivory  tinted iS.oo 

Plate  90  B  to  93  B  Sheldon  closet,  decorated  in  gold  only,  or  in  gold  with  colored  ground 30.50 

Plate  94  B  to  97  B  Arno  closet,  white 13.50 

Plate  98  B  to  loi  B  Mentone  closet,  white ■ 17.00 

Plate  102  B  to  105  B  Sehna  closet,  while  orivor}'  tinted 11.00 

Plate  102  B  to  105  B  Selina  closet,  decorated  in  gold  only,  or  in  gold  with  colored  ground 21.00 

Plate  106  B  to  109  B  Daniosas  closet,  white  or  ivory  tinted 12.50 

Plate  106  B  to  tog  B  Damosas  closet,  decorated  in  gold  only,  or  in  gold  with  colored  ground       22.50 

Plate  no  B  to  113  B  Orion  closet,  white ' 10.00 

Plate  114  B  to  117  B  Naiad  closet,  white , 11.00 

Plate  118  B  to  121  B  Ortley  closet,  white 8.00 

No.  4  Copper -Lined  Standard  Tanks.    (Illustrated  Plate  123  B.) 
Including  Brackets,  Chain  and  Pull. 

REGULAR.  LARGE. 

Outside  dimensions,  inches   . 24  x  13  x  13  deep.     26  x  13  x  17  deep. 

Pine  tank  with  japanned  iron  brackets I12.50  |i4-5o 

Beaded  tank,  stained  poplar  with  bronzed  iron  brackets 15.00  18.00 

Beaded  tank,  stained  poplar  with  nickel  plated  brass  brackets      17.50  20.50 

Beaded  tank,  walnut,  cherry,  ash  or  oak  with  bronzed  iron  brackets 17.00  20.00 

Beaded  tank,  walnut,  cherry,  ash  or  oak  with  nickel  plated  brass  brackets 19.50  22.50 

Paneled  tank,  walnut,  cherrj',  ash  or  oak  with  bronzed  iron  brackets 20.00  23.00 

Paneled  tank,  walnut,  cherry,  ash  or  oak  with  nickel  plated  brass  brackets 22.50  25.50 

Paneled  tank,  mahogan}-  with  nickel  plated  brass  brackets 25.00  28.00 

If  tank  is  lined  with  4  pound  sheet  lead  instead  of  copper add  4.00  4.00 

Bracket  boards  for  tank 1.25  1.25 

No.  4  Cast  Iron  Tank. 

Including  Brackets,  Chain  and  Pull. 

Outside  dimensions,  inches 22>^  x  I2j4x  I4J(  deep. 

Painted  iron  tank  with  japanned  iron  brackets jio.oo 

Galvanized  iron  tank  with  galvanized  iron  brackets 13.50 

Enameled  iron  tank  w'ith  japanned  iron  brackets , 13-50 

Enameled  iron  tank  and  brackets  decorated  ivory  with  gold  lines 25.50 

Water  Closet  Seats,  Brackets  and  Legs. 

Regular  seat  (no  lid)  in  walnut,  cherr}-,  ash  or  oak      , J4.00    in  mahogan}',  15.25 

Regular  lid  in  walnut,  cherry,  ash  or  oak 2.50  "  3.25 

Beaded  back  in  walnut,  cherrj-,  ash  or  oak  1. 00  "  1.50 

Paneled  back  in  walnut,  clierr)-,  ash  or  oak 1.50  "  2.00 

Polished  brass  seat  brackets per  pair,  i.oo 

Nickel  plated  brass  .seat  brackets "         1.25 

Bronzed  iron  seat  brackets "  .25 

Seat  with  side  strips  (Plate  no  B  to  1x3  B)  in  walnut,   cherry,  ash  or  oak 3.75 

Lid  in  walnut,  cherrj',  ash  or  oak 2.25 

Beaded  back      1.00 

Paneled  back 1.50 

Poli.shed  brass  seat  brackets per  pair,  i.oo 

Nickel  plated  brass  seat  brackets "         1.25 

Bronzed  iron  seat  brackets "  .25 

Polished  brass  adjustable  legs       "         2.75 

Nickel  plated  brass  adjustable  legs "         3.00 

Bronzed  or  galvanized  iron  adjustable  legs "         1.75 

Sundry  Parts. 

Floor  flange,  rubber  gasket  and  bolts ^i.oo 

Adjustable  flush  pipe  with  straps polished  brass,  $7.00     nickel  plated,  8.00 

Suppl 3' pipe  for  tank  with  straps "  "         3.00         "  "       3.50 

Vent  for  bowl "  "         1.75         "  "       2.00 

JAPANNED  GALVANIZED  BRONZED  POLISHED      NICKEL  PLATED 

IRON.  IRON,  IRON.  BRASS.  BRASS. 

Brackets  for  No.  4  tank per  pair,  I0.50  fi.oo  f i.oo  fe.oo  I3.50 

LACQUERED  BRASS  WORK  SAME  PRICE  AS  NICKEL  PLATED. 

Automatic  Water  Closets. 

Any  of  the  above  closets  may  be  combined  with  No.  7  Automatic  Tank  and  Seat  as  illustrated  in  Plate  85  B.     For  prices  of  Auto- 
matic Tanks,  Seats  and  Brackets  see  page  55.     (No.  7  Tank,  Illustrated  Plate  126  B.) 


SS  McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


NOTE 


THE  STANDARD   WATER  CLOSET  TANK. 

WE  DESIRE  to  call  particular  attention  to  our  Standard 
Water  Closet  Tank  illustrated  on  the  opposite  page, 
also  shown  in  combination  with  each  of  the  water  closets 
illustrated  in  this  Catalogue.  It  is  manufactured  in  a  variety 
of  styles,  both  wood  and  iron.  The  time  valve  used  is 
constructed  on  the  principle  of  our  celebrated  Standard  Water 
Closet  valves,  and  is  the  best  in  the  market.  It  can  be 
regulated  to  discharge  any  amount  of  water,  from  one  gallon 
to  the  entire  contents  of  the  tank,  and  is  noiseless  in  its 
operation.  Directions  for  regulating  valve  accompany  each 
tank,  which,  if  followed,  cannot  fail  to  secure  satisfactory 
results. 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


No.  4  STANDARD   WATER  CLOSET  TANK. 


WITH    NOISELESS   TIME    VALVE. 


Can  be  regulated  to  discharge  any  amount  of  water,  from  one   gallon  to  the  entire   contents  of  the  tank 


PLATE    123-B. 


No.  4  Copper  -  Lined  Standard  Tanks. 

Including  Br.\ckets,  Chain  and  Puli,.                          eegulak.  large. 

Outside  dimensions,  inches 24  x  13  x  13  deep.     26  x  13  x  17  deep. 

Pine  tank  with  japanned  iron  brackets $12.50  $14.50 

Beaded  tank,  stained  poplar  with  bronzed  iron  brackets 15.00  iS.oo 

Beaded  tank,  stained  poplar  with  nickel  plated  brass  brackets 1750  20.50 

Beaded  tank,  walnut,  cherry,  ash  or  oak  with  bronzed  iron  brackets 1700  20.00 

Beaded  tank,  walnut,  cherry,  ash  or  oak  with  nickel  plated  brass  brackets i9-5o  22,50 

Paneled  tank,  walnut,  cherry,  ash  or  oak  with  bronzed  iron  brackets 20.00  23.00 

Paneled  tank,  walnut,  cherry,  ash  or  oak  with  nickel  plated  brass  brackets       22.50  25  50 

Paneled  tank,  mahogany  with  nickel  plated  brass  brackets 25.00  2S.00 

If  tank  is  lined  with  4  pound  sheet  lead  instead  of  copper add        4.00  4.00 

Bracket  boards  for  tank i  25  i  25 

No.  4  Cast  Iron  Tank. 

Including  Brackets,  Chain  and  Pull. 

Outside  dimensions,  inches 22>^  x  12}^  x  14'/  deep 

Painted  iron  tank  with  japanned  iron  brackets Iio.oo 

Galvanized  iron  tank  with  galvanized  iron  brackets 13.50 

Enameled  iron  tank  with  japanned  iron  brackets i^-So 

Enameled  iron  tank  and  brackets,  decorated  ivory  with  gold  lines 25.50 
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MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


PARTS  OF  No.  4  STANDARD   TANKS. 


PLATE    124-E 


The  No.  4  standard  tank  fittings  can  be  furnished  for  any  size  tank. 
In  ordering  please  give  inside  length,  width  and  depth. 

No.  4  standard  valve $5.50 

Iron  yoke  and   lever 75 

Patent  ball  valve  and  copper  ball 1.50 

Japanned  iron  brackets per  pair,       .35 

Nickel  plated  chain  and  wood  pull 50 

Price  per  set ^8.60 


MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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No.  6  DOUBLE  COMPARTMENT  TANK. 


With  Detachable  Cast  Iron  Inside  Box  and  4  inch  Rubber  Seat  Valve. 


PLATE  125-B. 

The  No.  6  tank  consists  of  two  separate  boxes,  one  fitting  inside  the  other.  The  space  between  the  two  boxes  is  quickly 
filled  with  water  by  lifting  the  large  valve  in  the  upper  box,  securing  a  good  flush  to  the  closet  and  a  slow  after-fill  for  both 
trap  and  pool.  The  simple  cutting  down  of  the  upper  box  at  each  end,  A  A,  furnishes  a  safe  overflow.  As  the  inside  tank  is 
entirely  separate  from  the  outside  one,  it  can  be  lifted  out  and  cleaned,  thereby  rendering  it  far  more  sanitary  than  the  ordinary 
service  box  tank  which  has  its  lower  box  closed  against  inspection. 

In  the  No.  6  tank  the  inside  box  is  always  of  cast  iron  galvanized,  unless  ordered  enameled  ;  the  outside  may  be  of  painted, 
galvanized  or  enameled  iron,  or  copper-lined  wood. 

For  styles  of  beaded  and  paneled  hard  wood  No.  6  tanks  see  tanks  over  water  closets  on  preceding  pages  from  68  to  85. 

No.  6  IRON  Tank. 
With  Brackets,  Ch.-vin  and  Pull. 

Outside  dimensions,  inches 22^  x  12^  x  12}{  deep. 

Painted  iron  tank  with  japanned  iron  brackets each,  $13.50 

Galvanized  or  enameled  tank  with  galvanized  iron  brackets "  15.50 


No.  6  Copper -Lined  Tanks. 

With  Galv.anized  Inside  Box,  Brackets,  Ch.ain  and  Pull. 

Outside  dimensions,  inches 24  x  13  x  13  deep. 

Pine  tank  with  japanned  iron  brackets each,  $12.50 

Beaded  tank,  stained  poplar  with  bronzed  iron  brackets 

Beaded  tank,  stained  poplar  vrith  nickel  plated  brass  brackets 

Beaded  tank,  walnut,  cherry,  ash  or  oak  with  bronzed  iron  brackets 

Beaded  tank,  walnut,  cherry,  ash  or  oak  with  nickel  plated  brass  brackets 

Paneled  tank,  walnut,  cherry,  ash  or  oak  with  bronzed  iron  brackets 

Paneled  tank,  walnut,  cherry,  ash  or  oak  with  nickel  plated  brass  brackets         

Paneled  tank,  mahogany  with  nickel  plated  brass  brackets 


15.00 
17-50 
17.00 
19-50 
20.00 
22.50 
25.00 


The  No.  6  tank  can  be  furnished  instead  of  No.  4  tank  for  any  water  closet  illustrated  from  Plate  S6-B  to  122-B  at  the  same  price. 
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No.  7  AUTOMATIC  AFTER -WASH   TANK. 


PATENT   APPLIED    FOR. 


ESPECIALLY   DESIGNED    FOR   USE    WITH   THE  "  SYPHO "  WATER   CLOSET,  BUT   CAN    BE 
USED   WITH    ANY   CLOSET   REQUIRING   AN    AFTER -WASH   TANK. 


PLATE  126-B. 

The  No.  7  tank,  like  the  No.  6,  on  page  gr,  consists  of  two  separate  boxes,  one  fitting  into  the  other,  and  can  be  easily  taken 
apart  for  cleaning.  The  valves  are  operated  by  a  weighted  rod  extending  to  the  seat  lever,  and  is  much  more  reliable  than  the  usual 
chain  attachment,  which  is  liable  to  stretch  and  thereby  render  the  tank  inoperative.  By  reversing  the  inside  box  and  changing  the 
levers  the  valve  action  may  be  had  on  the  opposite  side  to  that  shown  in  the  illustration. 

In  the  No.  7  tank  the  inside  box  is  always  of  cast  iron  galvanized,  unless  ordered  enameled ;  the  outside  box  may  be  of  galvanized 
or  enameled  iron,  copper-lined  pine  or  hard  wood. 


No.  7  Cast  Iron  Automatic  Tank. 

With  G.^lvanized  or  Enameled  Inside  Box,  Brackets  and  Connecting  Rod. 

Outside  dimensions,  inches 23  x  13  x  15  deep. 

Enameled  or  galvanized  iron  with  galvanized  brackets each,  S22.00 

No.  7  Copper -Lined  Automatic  Tank. 

With  Galvanized  Inside  Box,  Brackets  .and  Nickel  Plated  Connecting  Rod. 

Outside  dimensions,  inches 24  x  14  x  1 5  deep. 

Pine  tank  with  japanned  iron  brackets      f  18.50 

Beaded  tank,  stained  poplar  with  bronzed  iron  brackets 21.00 

Beaded  tank,  stained  poplar  with  nickel  plated  brass  brackets      24.50 

Beaded  tank,  walnut,  cherry,  ash  or  oak  with  bronzed  iron  brackets      22.50 

Beaded  tank,  walnut,  cherry,  ash  or  oak  with  nickel  plated  brass  brackets 26.00 

Paneled  tank,  walnut,  cherry,  ash  or  oak  with  bronzed  iron  brackets 24.50 

Paneled  tank,  walnut,  cherry,  ash  or  oak  with  nickel  plated  brass  brackets      2S.00 

Paneled  tank,  mahogany  with  nickel  plated  brass  brackets 31.00 


McCAMBRlDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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CAST   BRASS    BRACKETS. 


No.  4  Tank  Bracket. 


PLATE    127-B. 
No.  4  size,  lo  x  12  inches.     No.  7  size,  12  x  15  inches. 

No.  4        No.  7 

Polished  brass per  pair,  I3.00         I4.50 

Nickel  plated "  3.50  5.00 


No.  5  Seat  Bracket. 


PLATE   128-B. 
No.  5  size,  6  X  434  inches. 


Polished  brass 
Nickel  plated 


per  pair,  »i.oo 
1.25 


No.  6  Seat  Bracket. 


PLATE    129-B. 

No.  6  size,  6x8  inches. 

Polished  brass per  pair,  Jr. 25 

Nickel  plated "  1.50 
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BRASS  ADJUSTABLE  LEGS   FOR   WATER  CLOSET  SEATS. 


No.  I 


No.  2 


No.  3 


PLATE    130-B. 


PLATE   131-B. 


PLATE   132-B. 


Polislied  brass per  pair,  $2.75        Polished  brass per  pair,  JS6.00        Polished  brass per  pair,  $6.00 

Nickel  plated "  3.00       Nickel  plated "  6.50       Nickel  plated      , "  6.50 

Bronzed  or  galvanized  irou,        "1.75 


Brass  Floor  Flange,  Bolts  and  Screws. 


Brass  Clamp  and  Bolt. 


PLATE  133-B. 


Flange  with  rubber  gasket,  bolts  and  screws,  each,  ;^i.oo 


PLATE  134-B. 


Clamp,  including  one  bolt  and  nut,  per  dozen,  ^6.00        fS.oo 
Extra  bolts  and  nuts "         "         1.75  2.00 


McCAMBRlDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


CAST   BRASS   PIPE   STRAPS. 
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Fancy  Pattern. 


Fancy  Pattern  with  Seat  Bumper. 


L^mi^d 


PLATE    135-B.  PLATE   136-B. 

Sizes  given  are  outside  dimensions  of  pipes. 


For  1'4  inch  pipe per  dozen,  I3.00 

For  I '2  inch  pipe "         "        3.50 


For  iX  inch  pipe per  dozen,  I3.00 

For  !'/<  inch  pipe "         "        3.50 


Plain  Pattern  Strap. 


Bra,s,s  Water  Closet  Bolts  for  Wood  Floor. 


PLATE   137-B. 


Size ys         'A         X  I         iX       i>^        2 

Polished  brass,  doz.  $1.30  I1.50  $1.70  I1.90  fa. 00  $2.30  I2.75 
Nickel  plated,      "       i.So     2.00     2.20     2.40     2.60     2.80     3.20 


PLATE    138-B. 

Per  doz 

2}4  inches  long,  with  nickel  plated  head  and  washer  . 

•  |i-5o 

3  inches  long,        "         "           "          "        "         " 

■    ■     1-75 

2,yi  inches  long,     "         "           "          "       "         " 

.    .    2.00 

4  inches  long,        "         "           "          "       "         " 

2.25 

McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


ENAMELED   IRON   HOPPERS. 


WITH    PATENT    ADJUSTABLE   FLUSHING   RIM    AND    WOOD   SEAT. 


iX  INCH  Connection  in  Back  for  Tank  Supply. 


PLATE   139-B. 


PLATE   140-B. 


Long  hopper  with  i^  inch  vent  connection. 


Short  hopper  with  S  trap. 


Price  complete  as  illustrated  . 
If  with  seat  weight 


.    .  J9.00  Price  complete  as  illustrated f  10.50 

add     .75  If  with  seat  weight add      .75 


The  short  hopper  can  be  furnished  with  either  S,  %"  S  or  ^  S  trap,  which  is  clamped  to  the  hopper  by  a  new  device, 

allowing  the  trap  to  be  set  in  any  position  desired. 


The  adjustable   flushing  rim  in  these  hoppers  is  a  very  important  feature,  as  by  it  a  perfectly  uniform  distribution  of 

water  over  the  interior  surface  is  secured. 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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ENAMELED  IRON   HOPPERS. 


WITH    PATENT    ADJUSTABLE   FLUSHING   RIM,  DOUBLE   ACTING    VALVE    AND 
SELF-RAISING   WOOD   SEAT. 


PLATE  141-B. 

Long  hopper  with  lyi  inch  vent  connection. 
Price  complete  as  illustrated S13.50 


PLATE  142-B. 

Short  hopper  with  S  trap. 
Price  complete  as  illustrated 


SiS-oo 


The  short  hopper  cau  be  furnished  with  either  S,   ^  S  or  >^  S  trap,  which  is  clamped  to  the  hopper  by  a  new  device, 

allowing  the  trap  to  be  set  in  any  position  desired. 


The   adjustable   flushing   rim  in  these  hoppers  is  a  very  important  feature,  as  by  it  a  perfectly  uniform  distribution  of  water  over 

the  interior  surface  of  hopper  is  secured. 


McCAMBRIDGE    &    CO,,  LIMITED,  PHILADELPHIA. 


BIDET  ATTACHMENT  FOR  USE  WITH   EARTHEN   WATER  CLOSETS. 


PLATE  143-B. 

This  device  is  intended  to  be  used  in  connection  with  an  earthen  water  closet,  where  a  cold  water  jet  only  is  desired.  Above 
illustration  represents  an  attachment  for  wall  on  either  side  of  closet ;  the  straight  part  of  the  tube  to  rest  on  the  rim  of  closet  bowl 
and  the  bent  portion  shaped  to  fit  under  the  flushing  rim  when  not  in  use.  This  attachment  can  be  furnished  to  take  the  supply  at 
floor  instead  of  wall.     In  ordering  please  state  whether  wanted  for  right  or  left  side  of  closet. 

Brass each,  $6.50 

Nickel  plated         "        7.00 

Silver  plated "        9.00 

If  with  ebony  or  ivory  celluloid  fore  arm  handle add      1.50 


SQUARE   RECESSED   PANTRY  SINK  WITH  "IDEAL"  WASTE. 

COPPER   AND   GERMAN   SILVER. 


PLATE   144-B. 

Outside  dimensions  of  sinks,  not  including  recess,  which  adds  4X  inches,  and  can  be  had  either  on  side  or  end. 

14x20      14x22      i6xiS      16x22      16x26      18x26      18x32      20x32 

Copper  sinks  with  nickel  plated  Ideal  waste |i5.oo      ^15.50      I15.00      I16.50      I17.50      I1S.50      $20.50      I21.75 

German  silver    "         "  "  "       23.50        25.25         24.50        27.00        28.50        30.50        32.50        35.00 

If  Ideal  waste  is  silver  plated add  $2.00 

If  Ideal  waste  is  plain  brass deduct      .50 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


PORCELAIN  AND   BROWN  GLAZED  EARTHENWARE  KITCHEN   SINKS. 


PLATE  145-B. 


With  2  inch  brass  plug  and  coupling  and  nickel  plated  strainer. 

PORCELAIN. 

Size,  30  X  20  inches  outside  by  7  inches  deep  inside I22.00 

"      36  X  23       "  "  "7       "  "  "       26.00 

"42x24       "  "  "7       "  "         "       34-00 

"48x24       "  "  "7       "  "         "       42.00 


Jii.oo 
14.00 
17.00 
20.00 


PORCELAIN   PANTRY  SINKS. 


PLATE    146-B. 
With  ij4  inch  brass  plug  and  coupling  with  rubber  stopper  and  nickel  plated  overflow  strainer. 

Size,  20  X  14  inches  outside  by  5  inches  deep  inside ■• S13.00 

"      23  X  16       "             "          "6       "           "          "          16.00 

"24x17       "             "          "6       "           "          " 18.00 

"      28x  17       ' 6       "           "          "          21.00 

"     30  X  20       "            "          "7       "           "          "          23.00 
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McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


PORCELAIN  CORNER  KITCHEN  SINK. 


PLATE   147-B. 

With  2  inch  nickel  plated  brass  strainer  and  coupling. 
Length  on  side,  2oyi  inches  ;   length  across  front,  2S)4  inches  ;   depth  inside,  5  inches 

Price,  $16.00 

PORCELAIN  SLOP  SINK. 


PLATE  148-B. 

With  nickel  plated  plug  and  strainer  with  coupling. 

20  X  16  X  12  inches  deep,  without  iron  frame  or  wood  rim S24.00 

22  X  iS  X  12       "           "             "           "          "       "       "         " 2S.00 

24  X  20  X  12       "           "            "           "          "       "       "         " , 32.00 

Galvanized  iron  frame  and  legs 5.00 

Painted  iron  frame  and  legs 3.00 

Wood  rim  for  20  x  16  inch  sink      3.50 

"         "       "    22  X  iS     "        " 4.00 

"         "       "    24  X  20     "        " 4.50 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


PORCELAIN   WASH   TUBS. 


WITH    BRONZED    IRON    STANDARDS   AND   ASH   TOP. 
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PLATE  149-B. 

Length  of  each  tub,  outside,  29^  inches  ;   width  from  front  to  back,  outside,  24  inches ; 
depth  inside,   i6yi  inches;   thickness,   i><  inch. 

Porcelain  wash  tubs,  bronzed  iron  standards  and  ash  top per  set  of  two,       $  55.00 

"    ■ "         three,        82.50 

"         four,        110.00 

Note. — In  ordering  state  whether  desired  with  or  without  faucet  holes  in  back. 
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McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


BROWN  GLAZED  EARTHEN  WASH  TUBS. 


WITH    BRONZED    IRON   STANDARDS   AND   ASH   TOP. 


PLATE    150-B. 

Dimensions — Length  outsiae,  29><  inches;   width  from  front  to  back,  outside,  24  inches; 
depth  inside,   i6}4  inches;   thickness,   Ij4  inch. 

Brown  glazed  earthen  wash  tubs,  bronzed  iron  standards  and  ash  tops per  set  of  two,       I28.00 

"  "  "  "  i<       .1       <<        1.  three,      42.00 

"         "  "  "  "  II       .(       <i        <i  four,       56.CO 

Note. — In  ordering  state  whether  wanted  with  or  without  faucet  holes  in  back. 


McCAMBRIDGE   &   CO.,  LIMITED,  PHILADELPHIA. 
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SOLID  WHITE  CROCKERY  WASH   TUBS. 


WITH   GALVANIZED    IRON    STAND   AND   ASH    TOP. 


PLATE  151-B. 

These  tubs  are  made  in  three  sizes— sizes  A,  B  and  C,  outside  dimensions  as  follows  ;    Size  A,  29  inches  long,  25  inches  wide,  16  inches 

deep  ;  size  B,  27  inches  long,  25  inches  wide,  16  inches  deep ;  size  C,  25  inches  long,  25  inches  wide,  16  inches  deep. 

Thickness,  iX  inch  with  heavy  flange  all  around  ;  weight,  set  of  three  tubs  complete,  about  500  pounds. 

One  tub  without  stand  or  top |  18.00 

Two  tubs,  with  galvanized  iron  stands  and  ash  top,  bolts  and  screws 44. co 

Three  tubs,  with  galvanized  iron  stands  and  ash  top,  bolts  and  screws 65.00 

Four  tubs,  with  galvanized  iron  stands  and  ash  top,  bolts  and  screws 86.00 

Five  tubs,  with  galvanized  iron  stands  and  ash  top,  bolts  and  screws 107.00 

Galvanized  iron  stands  for  set  of  two  tubs 5.25 

Galvanized  iron  stands  for  set  of  three  tubs 7.00 

Galvanized  iron  stands  for  set  of  four  tubs 8. 75 

Galvanized  iron  stands  for  set  of  five  tubs 10.50 

Wood  top  for  set  of  two  tubs 2.75 

Wood  top  for  set  of  three  tubs 4.00 

Wood  top  for  set  of  four  tubs 5.25 

Wood  top  for  set  of  five  tubs 6.50 


SOLID  WHITE  CROCKERY  KITCHEN   SINK. 


PLATE  152-B. 

Sizes  outside 30  x  22  x  7J^         37  x  22  x  lY-, 

Price  of  sink  only f  12.00  |i6.oo 

Galvanized  iron  stands  per  pair 3.00  3.00 

Ash  top 1.50  1.50 

I16.50  I20.50 
Roll  rim  sink  J2.00  extra. 


42  X  22  X  tY^ 
520.00 
3.00 
1.50 


I24.50 


BUTLER'S   PANTRY   SINKS. 

Sizes  outside 24  x  18  x  8        30  x  18  x  11 

Price ,....: , ^8.00  S14.00 
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McCAMBRIDGE   &   CO.,  LIMITED,  PHILADELPHIA. 


IMPROVED   KITCHEN  SINK  ON  BRACKETS. 


PLAIN,  GALVANIZED   AND    ENAMELED,  WITH    BACK    AIR   CHAMBERS    AND   COUPLINGS. 


PLATE  153-B. 


PLAIN.  GALVANIZED.  ENAMELED, 

30  X  20  X  7  inches  deep |i2.oo  J20.00  $26.00 

36  X  22  X  7  inches  deep , 13-75  23.00  30.00 

42  X  22  X  7  inches  deep 15.50  26.00  34.00 

48  X  20  X  7  inches  deep 17.25  29.00  38.00 

If  sink  is  furnished  with  plain  back,  without  air  chambers,  like  Plate  154 — B deduct      4.00  5.00  6.00 

No  faucets  included  in  above  prices. 

Enameled  sinks  are  finished  outside  in  bronze. 


McCAMBRIDGE   &    CO.,  LIMITED,  PHILADELPHIA. 
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IMPROVED   KITCHEN  SINK  ON   LEGS. 


PLAIN,   GALVANIZED   AND   ENAMELED,   WITH   PLAIN   BACK. 


PLATE   154-B. 


PLAIN. 

30  X  22  X  7  inches  deep    ......'.' $\  9.50 

36  X  22  X  7  inches  deep 11.25 

42  s  22  X  7  inches  deep 13.00 

48  X  22  X  7  inches  deep 14-75 

If  sink  back  is  furnished  with  air  chambers,  as  shown  in  Plate  153 — B add      4.00 


GALVANIZED.  ENAMELED 


iS.oo 

S21.50 

21.00 

2550 

24.00 

29.50 

29.00 

33-50 

5.00 

6.00 

Enameled  sinks  are  finished  outside  in  bronze. 


In  plate  154 — B  the  waste  passes  through  either  the  right  or  left  leg,  as  desired.     If  waste  cannot  be  trapped  under  the  floor, 

the  strainer  can  be  furnished  in  centre  of  sink. 
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MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


HALF  CIRCLE  AND  CORNER  WASH  STANDS. 

PLAIN,  GALVANIZED    AND    ENAMELED   ON   STANDARDS,  WITH    PATENT   OVERFLOW, 

PLUG   AND   RUBBER   STOPPER. 


Half  Circle. 


Corner. 


^  ""'^  •.>.\L^:<i/^ 


PLATE  155-B. 


PLATE   156-B. 


Height  to  front  of  slab,  30  ins. ;  height  to  top  of  back,  33  ins. 
length  of  back,  22  ins. ;  diameter  of  bowl,  12^  ins. 


Height  to  front  of  slab,  30  ins.  ;  height  to  top  of  back,  34  ins. 
length  of  side,  16  ins. ;  diameter  of  bowl,  12  }4  ins. 


Half  circle  and  corner 

Half  circle  and  corner,  without  standard 


S6.50 
4-50 


PAINTED. 


5-00 


ENAMELED 

WITH  BRONZED 

GALVANIZED. 

STANDARD. 

^11.00 

^11.50 

7-50 

9-50 

MCCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


HALF  CIRCLE  AND  CORNER  WASH  STANDS. 

PLAIN,  GALVANIZED   AND   ENAMELED   ON    STANDARD   WITH    PATENT   OVERFLOW, 

PLUG   AND   RUBBER   STOPPER. 
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Half  Circle. 


Corner. 


PLATE   157-B. 


ilgiril 


X. 


■'M^mAi^^m»^ 


PLATE    158-B 


Height  to  front  of  slab,  30  ins.;  height  to  top  of  back,  33  ins. 
length  of  back,  22  ins.;  diameter  of  bowl,  I2j4  ins. 


Height  to  front  of  slab,  30  ins.;  height  to  top  of  back,  34  ins. 
length  of  sides,  16  ins.;  diameter  of  bowl,  I2}i  ins. 


PLAIN.  PAINTED. 


Half  circle  and  corner 

Half  circle  and  corner  without  standard 


,  I6.50 
4-50 


I7.00 
5.00 


GALVANIZED. 

Iii.oo 

7-50 


ena!\ieled 

lvith  bronzed 

standard. 

III.5O 
9-50 
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McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


HALF  CIRCLE  AND  CORNER  WASH  STANDS. 

PLAIN,  PAINTED,  GALVANIZED   AND   ENAMELED   ON    STANDARD   WITH    PATENT   OVERFLOW, 

PLUG   AND   RUBBER   STOPPER. 


Half  Circle. 


Corner. 


PLATE    159-B. 


PLATE    160-B. 


Height  to  front  of  slab,  2S  ins. ;  height  to  top  of  back,  32  ins. 
length  of  back,  19  ins.;  diameter  of  bowl,  \2}i  ins. 


Height  to  front  of  slab,  2S  ins.;  height  to  top  of  back,  32  ins.: 
length  of  side,  13 j4  ins.;  diameter  of  bowl,  12/3  ins. 


Half  circle  and  corner ,    , 

Half  circle  and  corner  without  standard 


PLAIN,  PAINTED. 

■  I5-50  I6.00 

.    3.50  4.00 


gg.oo 
5-5° 


S9-50 
7- 50 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


COMBINED  SLABS  AND   BOWLS. 

PLAIN,  PAINTED,  GALVANIZED   AND    ENAMELED   WITH    PATENT   OVERFLOW, 
PLUG   AND   RUBBER   STOPPER. 
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Corner. 


PLATE  161-B. 


PLATE    162-B. 


Length  of  back,  13)^  inches  ;  diameter  of  bowl,  12  inches. 


Length  of  side,  12 ',2  inches  ;  diameter  of  bowl,  12  inches. 


PLAIN.  PAINTED.  GALVANIZED.  ENAME 


Half  circle  and  corner f  ^.00 


13-25 


I- 50 


IRON  WASH  BASINS. 

PLAIN,  PAINTED,  GALVANIZED   AND   ENAMELED   WITH    NICKEL   PLATED 

PLUG   AND   STOPPER. 


Common  Overflow. 


Patent  Overflow. 


PLATE    163-B. 


PLATE    164-B. 


PLAIN.  PAINTED.  GALVANIZED.         ENAMELED. 


12  inch 
14  inch 
i5  inch 


$1.25  Si. 50  I2.25  I2.75 

■    1.50  1.75  2-50  3-00 

2.00  2.25  3.Q0  3.75 


PLAIN. 

12  inch |i.6o 

14  inch 1.90 

16  inch 2.50 


AINTED.  GALVANIZED.        ENAMELED. 


»i.S5 
2.15 
2-75 


$2.50  $3.00 

2.75  3-5° 

3-75  4- SO 


no 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


SECTIONAL  SLABS  AND   BOWLS. 


PATENTED. 


WITH    PATENT   OVERFLOW,   PLUGS    AND   RUBBER   STOPPERS. 


PLATE    165-B. 


Length  of  each  section,  24  inches;   width  of  slab,   19  inches;   height  of  back,   iol{  inches;   diameter  of  bowl,  t2}4  inches. 


Three  sections  without  brackets 
Three  sections  with  standards   . 


PLAIN. 

PAINTED. 

GALVANIZED. 

ENAMELED 

|iS.oo 

Si9-5o 

I3O.OO 

I39.OO 

24.00 

2550 

40.50 

45.00 

Sectional  slabs  can  be  furnished  in  any  number  at  proportionate  prices  and  with  right  or  left  hand  end  slabs, 

as  illustrated  in  Plates  166 — B  and  167 — B. 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


Ill 


SECTIONAL  SLABS  AND  BOWLS. 


WITH    PATENT   OVERFLOW,   PLUGS   AND   RUBBER   STOPPERS. 


With  End  Piece  on  Right  Hand  Side. 


PLATE    166-B. 


Length  of  each  section,  24  inches;   height  of  back,   io>2  inches;   width  of  slab,  19  inches;   diameter  of  bowl,   12}4  inches. 


PLAIN.  PAINTED.  GALVAMZED.  ENAMELED. 


Two  sections,  as  illustrated ^13.50  Si4-75  S22.50  $29.00 

Two  sections  with  standards , 17.50  18.75  29.50  33.00 

Can  be  had  in  any  number  of  sections.     Add  one-half  of  above  prices  for  each  additional  section. 
With  End  Piece  on  Left  Hand  Side. 


PLATE    167- B. 


PLAIN.  PAINTED.  GALVANIZED. 


Two  sections,  as  illustrated $13.50 

Two  sections  with  iron   standards 17.50 


$14.75  ^22.50 

18.75  29-50 


ENAMELED. 
$29.00 

33-00 


Can  be  had  in  any  number  of  sections.     Add  one-half  of  above  prices  for  each  additional  section. 
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McCAMBRIDGE   &   CO.,  LIMITED,  PHILADELPHIA. 


COMPRESSION   BIBBS  WITH  STUFFING   BOXES. 


Plain  Bibb. 


Plain  Bibb  for  Iron  Pipe. 


PLATE    168-B. 


PLATE    169-B. 


Size,  inch  .    . 
Finished   .    . 
Nickel  plated  , 
Silver  plated  . 


3/ 


per  doz.  I12.95      $15.05      |;i8.20      I29.40 

"  14.70        16.80         19.95        31.50 

21.35         24.85        30.S0        47.60 


Size,  inch ^ 

Finished per  doz.  I14.00 

Nickel  plated  ....        "  15-75 

Silver  plated   ....        "  22.40 


y^ 

j< 

I 

16.10 

?i9-95 

131-50 

17.85 

21.70 

33-60 

25.90 

32.55 

49-70 

If  with  fonr  arm  handles,  add  per  doz.  |2.oo 


Hose  Bibb. 


Hose  Bibb  for  Iron  Pipe. 


PLATE    170-B. 


PLATE    171-B. 


Size,  inch  .    . 
Finished       .    , 
Nickel  plated 
Silver  plated   , 


^ 


per  doz.  $14.00  $16.10  ^19.95  $31.50 
15.75  17.85  21.70  33.60 
22.40        25.90        32.55        49.70 


Size,  inch ^  %  %  ,1 

Finished per  doz.  ^(15.05  ^17.15  I21-70  to-6o 

Nickel  plated  -    .    .    .        "  16.80  18.90        23.45        35.70 

Silver  plated   ....        "  23.45  26.95        34.30        51.80 


If  with  four  arm  handles,  add  per  doz.  $2.00 


McCAMBRIDGE   &   CO.,  LIMITED,  PHILADELPHIA. 
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COMPRESSION   BIBBS  WITH  STUFFING  BOXES. 


Flange  Bibb  for  Iron  Pipe — Male. 


Flange  Bibb  for  Iron  Pipe — Female. 


PLATE    172-B. 


PLATE    173-B. 


Size,  inch ><              ^i  }( 

Finished perdoz.  |i6.io  |i8.2o  S22.40 

Nickel  plated "  18.55  20.65  25.20 

Silver  plated "  26.60  30.80  37.80 


Size,  inch 1/2               %  H 

Finished perdoz.  $16.10  ,$18.20  S22.40 

Nickel  plated "  18.55  20.65  25.20 

Silver  plated "  26.60  30.80  37.80 


If  with  four  arm  handles,  add  per  doz.  $2.00 


Flange  Hose  Bibb  for  Iron  Pipe — M.ale. 


Flange  Hose  Bibb  for  Iron  Pipe — Female. 


PLATE    174-B. 


PLATE    175-B. 


Size,  inch yi 

Finished perdoz.  $17.15 

Nickel  plated "  19.60 

Silver  plated "  27.65 


^  ^  Size,  inch }4. 

ii9.25  S24.15  Finished perdoz.  $17.15 

21.70  26.95  Nickel  plated  .    , "           19.60 

31-85  39-55  Silver  plated "           27.65 

If  with  four  arm  handles,  add  per  doz.  $2. 00 


19-25 

$24.15 

21.70 

26.95 

31-85 

39-55 
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McCAMBRlDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


COMPRESSION   BIBBS  WITH  STUFFING   BOXES. 


Flange  Bibb  and  Thimble. 


Flange  Hose  Bibb  and  Thimble. 


PLATE   176-B. 


PLATE    177-B. 


Size,  inch  .  . 
Finished  .  .  . 
Nickel  plated 
Silver  plated  . 


per  doz.   $iS.20       §20.30       $25.20 
"  20.65         22.75         2S.00 

"  2S.70         32.90         40.60 


vSize,  inch ^  ^s              H 

Finished per  doz.  §19.25  ^21.35  |26.g5 

Nickel  plated "  21.70  23. So  29.75 

Silver  plated "  29.75  33.95  42.35 


If  with  four  arm  handles,  add  per  doz.  $2.00 


Flange  Bibb  with  Lock  Nut  and  Coupling. 


PLATE    178-B. 

Size,  inch J4 

Finished per  doz.  §22.40 

Nickel  plated "  24.S5 

Silver  plated "  32.90 

If  with  four  arm  handles,  add  per  doz.  §2.00 


S27.65 

§36.40 

30,10 

39.20 

40.25 

51.80 

McCAMBRlDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


COMPRESSION   BIBBS  WITH  STUFFING   BOXES. 


Flange  Hose  Bibb  with  Lock  Nut  and  Coupi,ing. 
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PLATE    179-B. 

Size,  inch yi. 

Finished per  doz.  $23.45 

Nickel  plated "  25.90 

Silver  plated "  33-95 

If  with  four  arm  handles,  add  per  doz.  fia.oo 


S2S.70 

138-15 

31-15 

40-95 

41.30 

53-55 

Plain  Tray  Bibb. 


Plain  Tray  Bibb  for  Iron  Pipe- 


PLATE  180-B. 


PLATE  181-B. 


Size,  inch      %  % 

Finished per  doz.  J14.00  $16.10 

Nickel  plated "  15.75         17-85 

Silver  plated "  22.40        25.90 


Size,  inch      yi  ^ 

Finished per  doz.  ^15.05  J17.15 

Nickel  plated "  16.80  18.90 

Silver  plated "  23.45  26.95 


If  with  four  arm  handles,  add  per  doz.  |2.oo 
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McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


COMPRESSION   BIBBS  WITH  STUFFING   BOXES. 


Finance  Tray  Bibb  for  Iron  Pipe. 


Flange  Tray  Bibb  and  Thimble. 


PLATE    182-B. 


PLATE    183-B. 


Size,  inch Yz              % 

Finished per  doz.  $17.15  I19.25 

Nickel  plated "  18.90         21,00 

Silver  plated "  25.55         29.05 


Size,  inch y.  % 

Finished per  doz.  $19.25  $21.35 

Nickel  plated "  21.70  23.80 

Silver  plated "  29.75  33.95 


If  with  four  arm  handles,  add  per  doz.  %2.<x> 


Flange  Tra\'  Bibb  with  Lock  Nut  and  Coupling. 


PLATE   184-B. 

Size,  inch ^ 

Finished per  doz.  I23.45 

Nickel  plated "  25.90 

Silver  plated , "  33.95 

If  with  four  arm  handles,  add  per  doz.  JS2.00 


I28.70 

31-15 
41.30 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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COMPRESSION  STOPS  WITH  STUFFING  BOXES. 


Plain  Stop  for  Lead  Pipe. 


Plain  Stop  for  Lead  and  Iron  Pipe — Male  Thread. 


PLATE    185-B. 


PLATE    186-B. 


Size,  incli Y^  ^             ^  i 

Finished per  doz.  Jiz.gs  J15.05  $18.20  $29.40 

Nickel  plated  .    ...        "  14.70  16.80        19.95  31.50 

Silver  plated   ....        "  21.35  24. 85        30.S0  47.60 


Size,  inch %  H^X  ^  ^ 

Finished per  doz.  $14.00  IS16.10  IS19.95  S31.50 

Nickel  plated  ....        "  15.75  I7-S5  21.70  33.60 

Silver  plated   ....        "  22.40  25.90  32.55  49.70 


Plain  Stop  for  Iron  Pipe — Female  Thread. 


PLATE    187-B. 


Size,  inch )4 

Finished per  doz.  S15.05 

Nickel  plated "  16.80 

Silver  plated "  24.85 


$21.70  «33.6o 
23-45  35-70 
34.30        51.80 


Stop  for  Iron  Pipe,  with  Flange  and  Lock  Nut. 

1 


PLATE    188-B. 

Size,  inch '/i  ^ 

Finished  flange  and  handle    .   .   ,    ..  per  doz.  $19.25  $25.90 

Nickel  plated  flange  and  handle    ...        "           21.00  27.65 

Silver  plated  flange  and  handle      ...        "           25.25  31.90 


If  with  four  arm  handles  on  Plates  185,  186  and  1S7 — B 
If  with  T  handle  on  Plate  188— B 


add  per  doz.  $2.00 
deduct     "        "       2.00 
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COMPRESSION   DOUBLE  BATH   BIBBS  WITH  STUFFING  BOXES. 


No.  1  "IDEAL"  PATTERN  FOR  RECESSED  IRON  BATH. 


PLATE   189-B. 
Distance  from  centre  to  centre  of  supply  couplings,  ioj4  inches. 

FINISHED. 

without  shower  attachment each,  $  9.50 

With  shower  attachment,  hose  and  sprinkler  with  rubber  guard "        11.00 

If  with  ebony  or  ivory  celluloid  four  arm  handles,  add  J3.00 
No.  2  "IDEAL"    PATTERN    FOR   RECESSED   COPPER  -  LINED   BATH. 


NICKEL 

SILVER 

PLATED. 

PLATED. 

^10.00 

^14.50 

11.50 

16.25 

PLATE   190-B. 
Distance  from  centre  to  centre  of  supply  couplings,  7^  inches. 

NICKEL  SILVER 

FINISHED.                       PLATED.  PLATED, 

Without  shower  attachment each,  fS.oo                $  8.50  ?i2.oo 

With  shower  attachment,  hose  and  sprinkler  with  rubber  guard "        9.50                  10.00  13-75 


If  with  ebony  or  ivory  celluloid  four  arm  handles,  add  ;?3.oo 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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COMPRESSION   DOUBLE  BATH  BIBBS. 


NOS.  3  AND  4,  PLAIN    PATTERN. 


PLATE    191-B. 


No.  3,  large  pattern,  ^  inch.     Distance  from  centre  to  centre  of  couplings,  4%  inches. 
No.  4,  small  pattern,  ^  inch.     Distance  from  centre  to  centre  of  couplings,  ^yi  inches. 

NICKEL 
FINISHED.  PLATED. 

No.  3,  large  pattern,  without  shower  attachment fS-oo  15-50 

No.  3,  large  pattern,  with  shower  attachment,  hose  and  plain  sprinkler 6.00  6.50 

No.  4,  small  pattern,  without  shower  attachment 4.00  4.50 

No.  4,  small  pattern,  with  shower  attachment,  hose  and  plain  sprinkler 5.00  5.50 

If  with  stuffing  boxes add 

If  with  ebony  or  ivory  celluloid  four  arm  handles " 


^7.50 
8.50 
6.50 
7-50 
1. 00 
3.00 


No.    5    PATTERN    WITH    STUFFING    BOXES. 


PLATE   192-B. 

NICKEL  SILVER 

FINISHED                           PLATED  PLATED 

TRIMMINGS.                TRIMMINGS.  TRIMMINGS. 

^  inch,  without  shower  attachment each,     S7.50                JS.oo  ^10.50 

^  inch,  with  shower  attachment,  hose  and  plain  sprinkler "          8.50                  g.oo  11.50 

If  with  ebony  or  ivory  celluloid  four  arm  handles add      3.00 

If  without  stuffing  boxes deduct      i.oo 
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COMPRESSION   DOUBLE   BIBBS  WITH  STUFFING   BOXES. 


No.    5    DOUBLE    BATH    BIBB    FOR    BOTTOM    SUPPLY    RECESSED    BATH. 


PLATE   193-B. 
Distance  from  centre  to  centre  of  suppl)'  couplings,   13^^  inches. 

FINISHED. 

All  rough  brass  except  flanges  and  handles each,  S9.50 

If  with  ebony  or  ivory  celluloid  four  arm  handles,  add  $3.00 


?iooo  12.00 


DOUBLE  SLOP  HOPPER  COCK. 


PLATE  194-B. 


Distance  from  centre  to  centre  of  supply  couplings,  73^  inches.     Distance  from  back  of  flange  to  end  of  nozzle,  >)%  inches. 


Price  each 


If  with  ebony  or  ivory  celluloid  four  arm  handles,  add  ^3.00 


P.50  fl2.00 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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COMPRESSION   BASIN  COCKS  WITH  STUFFING   BOXES. 


No. 


No.  4. 


No.  5. 


PLATE    195-B. 


PLATE    196-B. 


PLATE   197-B. 


Finished per  doz.  I23.80 

Nickel  plated "  26.60 

Silver  plated "  34.30 


Finished per  doz.  :?27.30 

Nickel  plated "  30.10 

Silver  plated "  37.8o 


Finished per  doz.  $34.30 

Nickel  plated "  37-8o 

Silver  plated "  46.90 


If  with  ebony  or  ivory  celluloid  four  arm  handles,  add  per  doz.  fiS.oo 


122 


McCAMBRlDGE   &    CO.,  LIMITED,  PHILADELPHIA. 


COMPRESSION  LOW-DOWN  BASIN  COCK  WITH  STUFFING  BOX. 


No.  6. 


PLATE   198-B. 


Price  per  dozen 


FINISHED. 
I2.S.SO 


I26.60  I34.3O 


If  with  ebony  or  ivory  celluloid  four  arm  handles,  add  per  doz.  ^18.00 


COMPRESSION  DOUBLE  BASIN  OR  PANTRY  COCK  WITH  STUFFING  BOXES. 


PLATE   199-B. 


NICKEL  SILVER 

PLATED  PLATED 

TRIMMINGS.  TRIMMINGS. 


Price  eacli l5-5o  ^6.00  |8.oo 


If  with  ebony  or  ivory  celluloid  four  arm  handles,  add  ^3.00 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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RAISED  SEAT  COMPRESSION   WORK  WITH   STUFFING   BOXES. 


PLATE  200-B. 


We  invite  the  attention  of  all  users  of  brass  faucets  to  our  improved  "Raised  Seat  Compression  Work," 
illustrated  on  pages  123  to  130.  The  above  illustration  will  be  readily  understood.  The  seat,  instead  of  being 
in  the  bottom  of  the  faucet,  is  elevated  to  a  point  slightly  above  the  top  of  the  body,  so  that  when  the  cap 
is  removed  the  seat  is  the  highest  point.  The  advantage  of  having  the  seat  in  an  accessible  position  is  so 
obvious  that  it  is  scarcely  necessary  to  enter  into  further  details  regarding  its  merits.  Lead  clippings  and 
other  foreign  substances  which  so  often  destroj-  valve  seats  will  scarcely  find  a  lodgment  on  the  raised  scat, 
and  if  they  should  by  any  chance  adhere  to  it  can  be  readily  removed.  We  recommend  and  furnish  with 
these  faucets  a  metallic  washer  unless  the  ordinary  composition  washer  is  preferred. 
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RAISED  SEAT  COMPRESSION   BIBBS  WITH   STUFFING   BOXES. 


Plain  Bibb, 


Plain  Bibb  for  Iron  Pipe. 


PLATE  201-B. 


PLATE  202-B. 


Size,  inch yi.  % 

Finished per  doz.  S12.95  $15.05 

Nickel  plated "           14.70  16.80 

Silver  plated "           21.35  24.85 


Size,  inch      %  ^ 

Finished per  doz.  $14.00  $16.10 

Nickel  plated "  15.75         17-85 

Silver  plated "  22.40        25.90 


If  with  four  arm  handles,  add  per  doz.  ^2.00 


Hose  Bibb. 


Hose  Bibb  for  Iron  Pipe. 


PLATE  203-B. 


PLATE  204-B. 


Size,  inch .       ^  ^ 

Finished per  doz.  $14.00  $16.10 

Nickel  plated "  15.75  17-85 

Silver  plated "  22.40  25,90 


Size,  inch }4  % 

Finished per  doz.  $15.05  $17.15 

Nickel  plated "  16.80        18.90 

Silver  plated "  23.45        26.95 


If  with  four  arm  handles,  add  per  doz.  $2.00 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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RAISED  SEAT  COMPRESSION   BIBBS  WITH  STUFFING  BOXES. 


Finance  Bibb  for  Iron  Pipe — Male. 


Flange  Bibb  for  Iron  Pipe — Female. 


PLATE   205-B. 


PLATE    206-B. 


Size,  inch ^  H^M 

Finished per  doz.  fi6. lo  |i8.20 

Nickel  plated "           1S.55  20.65 

Silver  plated "           26.60  30.80 


Size,  inch }4  H'^% 

Finished   .    , per  doz.  ^16.10  f  18.20 

Nickel  plated "           18.55  20.65 

Silver  plated "           26.60  30.80 


If  with  four  arm  handles,  add  per  doz.  ;j2.oo 


Flange  Hose  Bibb  for  Iron  Pipe — Male. 


Flange  Hcse  Bibb  for  Iron  Pipe — Female. 


PLATE    207-B. 


PLATE   208-B. 


Size,  inch ^  ^ 

Finished per  doz.  $17.15  I19.25 

Nickel  plated "  19.60        21.70 

Silver  plated "  27.65        31.85 


Size,  inch yi  yi 

Finished       per  doz.  $17.15  I19.25 

Nickel  plated ■. "  19.60        21.70 

Silver  plated    . "  27.65        31.85 


If  with  four  arm  handles,  add  per  doz.  J2.00 
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RAISED  SEAT  COMPRESSION   BIBBS  WITH  STUFFING   BOXES. 


Flange  Bibb  and  Thimble. 


Flange  Hose  Bibb  and  Thimble. 


PLATE   209-B. 


PLATE    210-B. 


Size,  incli 
Finished   .    . 
Nickel  plated 
Silver  plated   , 


per  doz.  S18.20      ^20.30 
"  20.65         22.75 

"  28.70        32.90 


Size,  inch yi  fi 

Finished per  doz.  ^19.25  S21.35 

Nickel  plated .        "  21.70  23.80 

Silver  plated "  29.75  33.95 


If  with  four  arm  handles,  add  per  doz.  ^2.00 


Flange  Bibb  with  Lock  Nut  and  Coupling. 


PLATE    211-B. 

Size,  inch yi  ^ 

Finished per  doz.  I22.40  I27.65 

Nickel  plated "  24.S5  30.10 

Silver  plated "  32.90  40. 25 


If  with  four  arm  handles,  add  per  doz.  jt2.oo 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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RAISED  SEAT  COMPRESSION   BIBBS  WITH  STUFFING   BOXES. 


Flange  Hose  Bibb  with  Lock  Nut  and  Coupling. 


PLATE   212-B. 

Size,  inch % 

Finished t ■ per  doz.  ^23. 45 

Nickel  plated j   .   .    .    .        "  25,90 

Silver  plated "  33-95 

If  with  four  arm  handles,  add  per  doz.  ^2.00 


S28.70 
31-15 
41.30 


Plain  Tray  Bibb. 


Plain  Tray  Bibb  for  Iron  Pipe- 


PLATE  213-B- 


PLATE   214-B. 


Size,  inch     .    . 
Finished   .   . 
Nickel  plated 
Silver  plated   , 


.    .    .    .       %  n 

per  doz.  I14.00  $16.10 

15-75         17-85 
"  22-40        25.90 


Size,  inch ^  i/i 

Finished per  doz.  $15.05  $17. 15 

Nickel  plated "  16.80  1S.90 

Silver  plated "  23.45  26.95 


If  with  four  arm  handles,  add  per  doz.  f2.oo 
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RAISED  SEAT  COMPRESSION   BIBBS  WITH  STUFFING  BOXES. 


Finance  Tray  Bibb  for  Iron  Pipe. 


FI.ANGE  Tray  Bibb  with  Thimble. 


PLATE    215-B. 


PLATE   216-B. 


Size,  inch y,  y%yL% 

Finished per  doz.  JSiy.iS  $19-25 

Nickel  plated "  iS.go  21.00 

Silver  plated "  25.55  29.05 


Size,  inch ^  % 

Finished per  doz.  S19.25  $21.35 

Nickel  plated "  21.70        23.80 

Silver  plated "  29.75        33.95 


If  with  four  arm  handles,  add  per  doz.  fc.oo 


Flange  Tray  Bibb  with  Lock  Nut  and  Coupling. 


PLATE   217-B. 

Size,  inch %  ^ 

Finished per  doz.  ;$23.45  ^28.70 

Nickel  plated "  25.90  31.15 

Silver  plated , "  33-95  4i-30 

If  with  four  arm  handles,  add  per  doz.  $2.00 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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RAISED  SEAT  COMPRESSION  STOPS  WITH  STUFFING  BOXES. 


Plain  Stop  for  Lead  Pipe. 


Pj,ain  Stop  for  Lead  and  Iron  Pipe — Male  Thread. 


PLATE   218-B 


PLATE  219-B. 


Size,  inch yi  % 

Finished per  doz.  S12.95  S15.05 

Nickel  plated "           14.70  16.80 

Silver  plated "           21.35  24.S5 


Size,  inch yi  ^^'H, 

Finished per  doz.  f  14.00  $16.10 

Nickel  plated "           15.75  17.85 

Silver  plated "           22.40  25.90 


If  with  four  arm  handles,  add  per  doz.  $2.00 


Stop  for  Iron  Pipe— Female. 


PLATE   220-B. 

Size,  inch Yz  % 

Finished per  doz.  $15.05  I21.70 

Nickel  plated "  16.80  23.45 

Silver  plated "  24.85  34.30 


If  with  four  arm  handles,  add  per  doz.  J2.00 
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RAISED  SEAT  COMPRESSION   BASIN   COCKS  WITH  STUFFING   BOXES. 


No.  3. 


No.  4. 


No.  5. 


PLATE  221-B. 


PLATE  222-B. 


PLATE   223-B. 


Finislied per  doz.  $23.80 

Nickel  plated "  26.60 

Silver  plated "  34.30 


Finished per  doz.  $27.30 

Nickel  plated "  30.10 

Silver  plated "  37.8° 


Finislied per  doz.  S34.30 

Nickel  plated "  37.So 

Silver  plated "  46.90 


If  with  ebony  or  ivory  celluloid  four  arm  handles,  add  per  doz.  |i8.oo 


McCAMBRlDGE  &  CO.,  LIMITED,  PHILADELPHIA. 
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TEMPLE  URINAL  COCKS  AND  OUTLET  FITTINGS. 


Compression  Temple  Urinal  Cock. 


Compression  Temple  Urinal  Cock 
WITH  Lock  Key. 


PLATE   224- B. 


PLATE  225-B. 


Finislied per  doz.  S38.00  Finished per  doz.  $38.00 

Nickel  plated "  42.00  Nickel  plated "  42.00 

Silver  plated "  5400  Silver  plated "  54.00 

If  -with  angle  thimbles,  add  per  doz.  j!6.oo 


URINAL  OUTLETS  WITH   CLEANOUT. 


Outlet  with  Straight  Thimble. 


Outlet  with  Angle  Thimble. 


PLATE  226-B. 

Finished per  doz.  $38.00 

Nickel  plated "  41.00 

Silver  plated         "  52.00 


PL\TE   227-B. 


Finished per  doz.  |so.oo 

Nickel  plated "  53.00 

Silver  plated "  64.00 
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SHUSTER'S  SURE  SEAL  SPECIALTIES. 

SQUARE   T   CLEANOUT. 

Fuij.  View.  Sectional  View. 

^^y^^f^F _ 

I  r    I    1      sfe(Sf5 1    1  , ,  ^^^^^  ,    .  .  „   , 

I-    ii    I      swiss^t    il  Ij  ^WV  i-^JfaH-ij         .J 

\J__  I   11 ,    S'llfsilAVOTf   ''I -=s«  ^M~        ■■     ^^r     .^ 

PLATE   228-B.  PLATE    228-B. 

STANDARD.  MEDIUM. 

4  inch |2.oo      |2.75 

5  inch ■   2.50 

6  inch 400 

SANITARY   T   CLEANOUT. 

Full  View.  Sectional  View. 

I 
^^ 

~iJ,E3£JtL      ^"s     IP  'W  BI^SH'"'     I 

iaJ.-'i:TL,L!;i>1DOT      1    11  III  j  ^g     Sa  _ 

PLATE   229-B.  PLATE   229-B. 

STANDARD.  MEDIUM. 

4  inch |i-40 

5  inch 200 

6  inch 2.50 

Y    CLEANOUT. 

Full  View.  Sectional  View. 


EXTRA  HEAVY. 


S3- 25 
4.00 
5-50 


EXTRA  HEAVY. 

I2.25 


PLATE  230-B. 


PLATE   230-B. 


STANDARD.        MEDIUM.      EXTRA  HEAVY. 


4  inch Si. 40 

5  inch 2.00 

6  inch 2.50 


I2.25 


McCAMBRIDGE  &  CO.,  LIMITED,  PHILADELPHIA. 


SHUSTER'S  SURE  SEAL  SPECIALTIES. 


DouBi,E  Sanitary  T  Ci,eanout. 


PLATE   231-B. 


DOUBI^E  Y  Ci,eanout. 


ISS 


PLATE   232-B. 


4  inch  , 


STANDARD.  EXTRA  HEAVY 

•     |i-So  I3.00 


4  inch ii.so 


EXTRA  HEAVY. 

fo.oo 


P  Trap. 


S  Trap. 


PLATE   233-B. 


PLATE    234-B. 


4  inch  , 


STANDARD. 
•      $1.50 


MEDIUM. 

|;2.oo 


EXTRA  HEAVY. 

I2.10 


4  inch 


STANDARD. 


$1-50 


Three-quarter  S  Trap. 


PLATE   235-B. 


4  inch 


STANDARD. 

-    *i-5o 


Running  Trap. 


PLATE   236-B. 

STANDARD 

4  inch ^1.50 

5  inch 2.75 

6  inch 4.00 
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4  inch 

5  inch 

6  inch 


SHUSTER'S  SURE  SEAL  SPECIALTIES. 

COMBINATION   TRAP. 


Fui,i,  View. 


PLATE   237-B. 


Sectional  View. 


PLATE  237-B. 


STANDARD.  MEDIUM. 

•    I3-00 

Ss.oo 


EXTRA  HEAVY. 


J5.OO 
6.50 


RAIN    LEADER   TRAPS. 


FuLi,  View. 


PLATE    238-B. 


3  inch,  rain  leader,  S  trap 

4  inch,  rain  leader,  S  trap 

5  inch,  rain  leader,  S  trap 


Sectional  View. 


PLATE   238-B. 


Full  View. 


Sectional  View. 


PLATE    239-B. 


3  inch,  rain  leader,  P  trap  , 

4  inch,  rain  leader,  P  trap 

5  inch,  rain  leader,  P  trap  . 


PLATE   239-B. 


$3.00 


McCAMBRIDGE   &   CO.,  LIMITED,   PHILADELPHIA. 
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SHUSTER'S  SURE  SEAL  SPECIALTIES. 


Full  View. 


RAIN    LEADER   TRAPS. 


Sectional  View. 


PLATE  240-B. 


3  inch,  rain  leader,  }^  S  trap 

4  inch,  rain  leader,  }(  S  trap 

5  inch,  rain  leader,  %  S  trap 


PLATE  240-B. 


Full  View. 


Sectional  View. 


PLATE   242-B. 


THIMBLE. 

4  inch |i.oo 

5  inch 1.30 

6  inch 1.50 

7  inch 


YOKE. 

LID. 

RUBBER 

$0.16 

$0.20 

fo.iS 

.20 

■24 

.20 

.24 

.28 

.24 

.28 

•32 

.28 

PLATE   241 -B.  PLATE   241-B. 

MEDIUM. 

3  inch,  rain  leader,  running  trap , 

4  inch,  rain  leader,  running  trap S3.00 

5  inch,  rain  leader,  running  trap  .   - 

Thimble,  Yoke  and  Lid.  Clark's  Acme  Soil  Pipe  Plug. 


PLATE  243-B 


Size,  inch  ....      2  3  4  5  6  7 

Each |i.oo      ;fi.25      fi.50      I2.00      I2.S0      fo.25 

Spanner  wrench,  fo.36         T  handle  wrench,  I0.50 
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SHUSTER'S  COMBINATION   CATCH   BOX  AND   FRESH   AIR  INLET. 


Fui,i,  View. 


Section  al  'j,View. 


PLATE   244-B. 


PLATE   244-B. 


Medium  weight 


TN    addition    to    the   specialties   illustrated   in 
this   Catalogue  we    manufacture    a  line   of 
first  quality  brass  work  for  plumbers,  gas  and 
steam   fitters;    are  also    dealers  in 

General  Plumbing  Supplies, 

which  we  furnish   at  market  rates.     .-.     .-.     .-. 


INDBX. 


Arno  water  closet 7^-Ti 

Acme  soil  pipe  plug 135 

Basin  and  waste,  the  Ideal 5 

"      Ideal,  plain  and  decorated 6-12 

Baths,  porcelain  enameled,  galvanized  and  painted  iron,   30-48 

"  "  "  with  Ideal  waste 30~33 

"  "  foot  and  hip 33-34 

"  "  "  roll  rim 45-48 

"       copper-lined  with  Ideal  waste 2S-29 

"  "  "      foot  and  hip 53 

"       tile-lined 52 

"       all  porcelain,  roll  rim      49~5i 

Bath  room  interior 19 

Bath  and  basin  waste  lifts 23 

Bidet 98 

Bolts  for  water  closet 95 

Brackets  for  lavatory 22 

"  "   water  closet  tank  and  seat 93 

Bonair  brass  trap 27 

Brass  work,  stuffing  box  and  raised  seat 112-130 

Copper-lined  baths,  recessed  Ideal 2S-29 

"         "        foot  and  hip 53 

Clamps  for  marble 94 

Compression  cocks  with  stuifing  boxes 112-122 

"  "  "     raised  seats 123-130 

Daraosas  water  closet 78-79 

Decorated  Ideal  basin 7-12 

Enameled  iron  baths 30-48 

"  "     sinks    . ,    .    .  104-105 

"  "     wash  stands 106-111 

"  "     hoppers 96-97 

"  "     tanks 89-92 

Floor  flange  for  water  closet 94 

Foot  baths,  porcelain  enameled 33-34 

"       copper 53 

"         "        all  porcelain 51 

Hoppers,  long  earthen 84-S5 

"  earthen  slop 86 

"  enameled  iron 96-97 

"  and  traps  combined,  earthen 76-83 

Ideal  basin  and  waste 5 

"     plain  and  decorated ,  6-12 

baths,  copper 2S-29 

"  "        foot  and  hip 53 

"       porcelain  enameled 30-33 

"       tile-lined 52 

sinks,  copper-lined 98 

Lavatories , 13-18 

Lavatory  legs j   .    .  20-21 

"        brackets 22 
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